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OC aE NA ee ULL Me 


Attention—Registered Technicians in charge of Accredited Training Schools and Directors of 
Departments of Radiology. 


MALLETT’S HANDBOOK OF ANATOMY AND PHYSIOLOGY 
FOR X-RAY TECHNICIANS 


Second edition just completed—price including postage $5.75. 


The entire text has been rewritten, layout has been improved, and several new sections have 
been added. The number of illustrations has been increased to 207. The book now contains 140 
pages, plus index. It is well bound with hard cover. It has been necessary to increase the price 
due to the increase in size, and increased printing costs. 


Many students have written to say how much help this book has been during their training and in preparation 
for the R.T. examinations. Technicians teaching Anatomy have also indicated their appreciation of this text. 


The American Society of X-Ray Technicians Journal quotes: “This is the first text on Anatomy and Physiology 
written expressly for X-Ray technicians and students. For training schools, this book is a real boon. This is a 
text which constitutes a complete course in Anatomy and Physiology. It is an authoritative work interspersed 


with the medical terminology pertinent to each system, region and part. Technicians will welcome its concise format 
and the convenience of its arrangement as a reference work.” 


Since 1952, 11,000 copies have been sold in the U.S.A., Canada, Great Britain and Australia. 
Recently, Handbooks have been ordered in Ceylon, Haiti, South Africa, Japan and Germany. The 


Canadian Institute of the Blind has requested permission to have the Handbook done in Braille for 
darkroom technicians. 


. 


Profits derived from the sales are put into The Alberta Division Educational Fund for reprints 


of the Handbook and notes and any educational project. The selling price is kept as low as possible 
for students. 


NOTES FOR X-RAY TECHNICIANS 


An Introduction to the Study and Practice of Radiography prepared for the new student by 
Marshall Mallett, M.D. 


Ethics for X-Ray Technicians—M. Mallett. 

Darkroom Procedures and Chemicals for Student X-Ray Technicians—M. Mallett. 
Protection for X-Ray Technicians and Patients—M. Mallett. 

Notes on Radiographic Technique—M. Mallett. 

Tips for Technicians—The barium enema—M. Mallett. 

Condensed Notes in Parasitology (Bacteriology)—M. Mallett. 

Notes on Pathology for Radiological Technicians (First half printed) by M. Mallett. 


eaten OUTLINE—NURSING ESSENTIALS—For Radiological Technicians by Miss Evelyn Gaetz, R.N., 


Physics of Electricity and Radiation Physics—E. Ginger. 


These notes will form a valuable introduction to the more technical teats on the various subjects, which often 
seem complicated to the student. 


Hospitals or Member Societies should order sufficient copies to meet the requirements of 


their students, as a single order, so that bookkeeping and mailing may be facilitated. Individual 
students should not be required ot order their own books and notes. 


Books or notes required for the fall term should be ordered immediately. 
Please mail orders now, and include remittance of $5.75 per book; $3.50, notes. 


Order from 


MISS JOAN GRAHAM, R.N., R.T. 
540 Tegler Building, Elmonton, Alberta 
Chairman C.S.R.T. (Alberta Division) Educational Fund 





screening 
without 
darkness 


The revolutionary MARCONI IMAGE AMPLIFIERS 
are now installed in Canada. 


e Amplifier will operate three monitors at 
the same time. Useful for consultations 
and in teaching hospitals. 


@ The cine camera facility makes it possible 
for the first time to produce continuous 
record of the large fluoroscopic image at 
doses tolerable to the patient. 


e Cine recording is done by using fluoro- 
scopic Ma...can be used on 16 or 35 m.m. 
films as well as 100 m.m. spot films. 


e Simultaneous fluoroscopy and recording. 
@ Fine grain 24 ASA film is used. 


e Amplifier can be attached to any standard 
X-Ray table. 


e TV circuitry is 1034 line triple interlaced. 
e@ Orthicon Optics f 0.68. 
e Image Magnification switch. 


e Image reversal switch—positive or 
negative. 


THE MARCONI IMAGE AMPLIFIER IS SIMPLE TO OPERATE 


Office: 


principal ranal 


located in all 
in Canada 


t vre prompt delivery 
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BRITISH COLUMBIA DIVISION 
C.S.R.T. 


PLACEMENT BUREAU 
MISS P. ROGERS, R.T. 
1726 West Broadway 


Vancouver, B.C. 
Radiologists and Technicians are 
invited to use this service. 





MAINLAND BRANCH 


The B.C. Mainland Branch held their Decem- 
ber meeting at Mount St. Joseph’s Hospital. 
Election of the 1961 executive was held. Mr. 
W. Osborne is our new President. 


Final details concerning our Annual Gradua- 
tion Dance were presented by Mr. Stanley. It 
is to be held in the Stanley Parks Sports 
Pavilion and will replace the regular January 
meeting. 


Mrs. Hood reminded the members of the 
C.S.R.T. Essay and Exhibit Contests to be 
judged at our Montreal convention in June. 
She urged the membership to partcipate and 
hoped that there would be a good response from 
the B.C. Division. 

A very amusing interlude followed the busi- 
ness session when a “roving photographer,” Mr. 
P. Bartiluk, showed his candid-camera slides of 
our last B.C. Annual Convention. 


Four panel members, guided by the provoca- 
tive moderator, Mr. G. Hamblyn, discussed the 
problem: “What Should be Done to Improve 
Attendance at Branch Meetings?” Many con- 
structive ideas were presented and may be of 
value to the incoming executive. 


Very tasty refreshments were served by our 
hostesses, the Sisters of Mount St. Joseph’s. 
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News Items from the Provinces 


VANCOUVER ISLAND BRANCH 


Election of officers was the main business of 
the November meeting which was held at St. 
Joseph’s Hospital in Victoria. Mr. S. Kathrens 
is the incoming president. 

A most informative address was presented by 
Mrs. G. Fielding on “Radiography of Facial 
Bones.” 

We were all pleased to see a most welcome 
and special guest in attendance, our good friend 
Dr. F. Bonnell. 

The December meeting, held in the Royal 
Jubilee Hospital, was opened with the installa- 
tion of the new slate of officers. The members 
were then addressed by Mr. M. Fraser, Assist- 
ant Administrator of the R.J.H. His topic 
covered some highlights of the workings of hos- 
pital administration and its effects on the many 
departments. This subject proved to be most 
informative, interesting and entertaining and all 
present were indeed sorry that time did not per- 
mit the speaker to continue longer. 








































1960 GRADUATES FROM ROYAL JUBILEE 
HOSPITAL, VICTORIA, B.C. 


Beverley McLaughlin, Vivian Dopson, "iia Crozier, 
Elizabeth Reid. 
Wm. E. Nye Studio. 


The annual Christmas party, held in conjunc- 
tion with the laboratory staff of the R.J.H., was 
a most enjoyable affair. Following a visit from 
Santa a sumptuous turkey luncheon was enjoyed 
by all. 

The new wing being constructed at the 
R.J.H. has created quite an upheaval in the 
diagnostics area of the X-Ray Department. 
Apart from the inconvenience of a _ corridor 


Continued on Page 4 
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ANNOUNCING... 





2 NEW INTENSIFYING SCREENS 


e Better Film Contact e Non-Pitting Longer Life Easier Cleaning ¢ Static Resistant 


NEW ANSCO DURA-SPEED SCREENS! At last, you can 
work at either high or low KVP’s with significant increases 
in speed! And new Ansco Dura-Speed Screens make this 
possible. Never before has a screen combined all the 
benefits of durability, static resistance, consistent quality, 
olus better screen-film contact for maxi- 
mum image quality. 


NEW ANSCO DURA-D SCREENS! Ansco’s 
Dura-D Screens actually have solved the 


basic X-ray problem of combining speed ! 





and ultra-fine detail. And Ansco Dura-D Screens also 
give you all the benefits and outstanding characteristics 
inherent in all Ansco X-ray Products. 

Improve quality, switch to Ansco Non-Pitting Intensifying 
Screens to-day. 

For further information, call or write: 
Ansco X-Ray Department, Ansco of 
Canada Limited, 1450 Queensway, 
Toronto, Manufacturer of World Famous 


| High-Speed X-ray Film. 








B.C. Continued from Page 2 


which was cut through their section, they have 
been forced to move their offices twice during 
the past couple of months. However, the staff 
is still functioning with efficiency and eagerly 
looking forward to the opening of the new 
wing. 


A PIONEER RETIRES 


Mr. Alex Lawrence, who has been a member 
of the x-ray staff of the Royal Jubilee Hospital 
since 1947, has retired to a well deserved rest. 

His career has been long, varied and interest- 
ing. As a member of the original Royal Flying 
Corps, he served overseas during the First 
World War. When the sounds of battle ceased 
he returned to Canada where he joined the staff 
of the Veterans’ Hospital in Winnipeg. There 
he was one of the pioneers in the field of x-ray 
technology and in the founding of our 
profession. 

After many years of service in Winnipeg he 
retired to Victoria. He was so rejuvenated by 


NEWS ITEMS FROM THE PROVINCES 


the climate and the beauty of his new surround- 
ings that he re-entered his profession, joining 
the staff of the Royal Jubilee. He soon gained 
the respect and admiration of his fellow work- 
ers and has continued to endear himself to all 
those who have been fortunate enough to be 
associated with him. To one and all he has 
been helpful and the students always found him 
most patient and considerate. With him they 
were always assured of an understanding, kind 
and helpful hand. 


To express their sincere appreciation of Mr. 
Lawrence he was the guest of honour of the 
x-ray staff at a special afternoon assembly. He 
was presented with a beautiful copy of “The 
History of the Royal Canadian Air Force,” and 
received the best wishes of all present. We 
trust that Mr. and Mrs. Lawrence will enjoy a 
long, interesting and happy retirement. 


—(Mrs.) BETTY McVEA, R.N., R.T., 
Focal Spot Representative. 











MANITOBA DIVISION, C.S.R.T. 


ALEX ROH, R.T. 
Central T.B. Clinic 
668 Bannatyne Ave., Winnipeg 


Winnipeg General Hospital 
Radiologists and Technicians are invited 
to use this service. 





Merry Christmas is now a pile of unpaid bills, 
and New Year’s Eve nothing but the memory 
of a terrible headache on New Year’s Day. In 
which case we may as well get back to Roent- 
gen rays until football season rolls around again. 


THIRTY-SECOND ANNUAL MEETING 


To conclude the ’60 season, the Manitoba 
Division held elections at the annual meeting 
at Misericordia Hospital on November 16th, 
away back last year. The outgoing first vice- 


president became the new president by accla- 
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mation. Marion Nagelstock, R.N., R.T., takes 
over the chore from Jane Enns. He turned 
down the nomination to run again and is off to 
a well earned rest. Knowing Mr. Enns, it 
doesn’t seem likely that he will remain out of 
politics too long though. Murray Lunn, R.T., 
was dragged back from one short year’s retire- 
ment to the first vice-presidential spot; second 
vice-president was awarded Sgt. Rothwell of the 
R.C.A.F., but unfortunately (for us) he has 
lately been posted to some obscure Eastern 
point. The job of second vice-president is a 
rather difficult one, in that one of the duties is 
lining up and arranging all meeting places, guest 
speakers, etc, 


Mr. Bill Doern is the new treasurer. Retir- 
ing Treasurer Irma Kitson, R.T., reported on 
the financial situation, and handed the books 
over in good shape to Bill. Incidentally, from 
here on in, to get away from referring to our 
two Mr. Doerns as senior and junior, which I 
am sure they must both detest by now, I am 
using the cognomen William for the father and 
Bill for his son. 


Mr. Glen Carson, R.T., received a vote of con- 
fidence to carry on as secretary and recording 
secretary, and that I believe about covers the 


Continued on Page 8 
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NOW, for the 
first time, 


This streamlined 
film eliminates 


e time-consuming 
corner-cutting 






@ expensive and 
space-consuming 
corner-cutting 
equipment 









intensifying screen 
damage from sharp 
film corners during 
loading and unloading 
of cassettes. 






















*Available only in factory-sealed Thrift- 
Pak, consisting of individually packaged 
100-sheet boxes of Non-Interleaved Film. 
These boxes can be kept in limited dark- 
room space resulting in fewer trips to the 
storeroom. 





it increases 


e the speed of your X-ray 
operation 


e the efficiency of your 
department 


e the life-span of your 
screens 


Moreover, Pre-Cornered 
Film from Du Pont is ideally 
suited for automatic proc- 
essors — permits stacking 
of films for each examina- 
tion as films leave processor 
rather than stacking by size 
for corner-cutting. 


Capitalize now on this major improvement in X-ray technology. 


For more information write: 


DU PONT OF CANADA LTD. 


PHOTO PRODUCTS, 85 Eglinton Ave. East, Toronto 


from Du Pont 
offers you a number of 
unprecedented advantages 


a 








CANADA 


Better Things for Better Living 
..- through Chemistry 






General Electric announces x-ray’s 
newest darkroom chemical 


NEW high-energy 


UPERMIX MED 


minimum exposure developer 


x-ray exposures cut 20 to 30%! 


SUPER ENERGY FOR MINIMUM RADIATION! 


SUPERMIX MED (Minimum Exposure Developer) permits 20 to 30% reduc- 
tion of whatever technic factors you are now using to obtain fully developed films. 
Or you can cut developing time — it’s 12% faster than the most rapid de- 
velopers now available. Want to reduce both exposure and developing times? 
With MED you can! Fog level at 85F is as low as with ordinary solutions at 68F. 


SUPER ENERGY FOR NEW VERSATILITY! 


SUPERMIX MED and other SUPERMIX chemicals provide the first complete 
line of solutions ready for virtually anything . . . for ordinary processing . . . for 
high-speed surgical developing . . . and have outperformed other chemicals in most 
automatic machines. 


SUPER CONVENIENCE FOR STORAGE AND HANDLING! 


SUPERMIX MED doubles as its own replenisher: no need to store special for- 
mulations . . . no possibility of depleted solutions so long as there’s developer on 
your shelf. Square, unbreakable polyethylene bottle with bail-type handle is easy 
to use; calibrated to show exact amount of solution remaining. 
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ONE PERFECT DEVELOPER FOR 
ALL X-RAY FILM PROCESSING 


Nothing tops the versatility, speed 
and patient-exposure reductions 
possible with new SUPERMIX 
MED. And nothing provides more 
conclusive proof than actually work- 
ing with it. 

See for yourself how you can 
cut exposures, developing time or 
both — without sacrificing film 
quality. And still more good news: 
SUPERMIX MED lasts months 
and months with no more than 
proper replenishment and film han- 
dling. Yet you save starting right 
with the low initial price! 


Be sure your next tank change 
is to SUPERMIX MED. Arrange 
with your G-E x-ray representa- 
tive for a ‘‘see-for-yourself”’ trial 
of this new chemical, or write 
to X-Ray Department, General 
Electric Co., Milwaukee 1, Wis., 
Room HH-16 


Progress /s Our Most Important Product 


GENERAL @ ELECTRIC 
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new members of the Executive. It might be 
added that the first vice-president also receives 
a new duty—that of adviser to the committee 
that the students have set up to publish their 
first annual year book. This is an extremely 
well organized group. Having attended some 
of their planning sessions I have had a first 
hand view of the organization behind this pro- 
ject. The first major move was to sell the 
Manitoba Division a full page advertisement in 
the year book, and judging by the way this deal 
was sewed up, the students will have no trouble 
financing the project. A dummy layout is now 
set up. Combining a vast array of pretty girls’ 
pictures, humorous sketches, and reading ma- 
terial to suit any taste, this handsome book will 
be a real bargain to all lucky enough to secure 
a copy for about two bucks. 


Coming back to the November meeting, we 
will deal briefly with assorted business matters. 
The outgoing executive received a vote of 
thanks on behalf of the Division by Mr. Wm. 
Doern. Miss Gail Smith gave her report for 
the Graduation Committee. The big day will 
be February 4th with exercises and tea in the 
afternoon. Staging for this opener of the 
festivities will be at the New Dental Audi- 
torium. Gowns will be substituted for uniforms 
in the evening, when everybody moves to the 
Marlborough Hotel for a buffet dinner and 
dance. 


Reporting for the Refresher Course Commit- 
tee, Mr. Geo. Grant received a huge thanks for 
the work his people did in arranging two 
courses covering better than four days during 
the past year. On resolution, it was decided to 
again support the students in their drive to send 
a student member to the Montreal Convention. 
Winner of an annual essay contest receives this 
honour. Des Butler reported on 1960 Pro- 
gramming, thanking his crew, with special men- 
tion going to Doug Penley. 


Apparently a flaw has been noticed in the 
official Great Seal of the Manitoba Division. 


PROVINCIAL NEWS—MANITOBA 


Support Your Society By Paying 1961 Dues NOW 


This is to be remedied at the earliest possible 
date with either a replacement or repairs. It 
was also decided to allow the student body to 
issue their own news letter in the future. The 
first edition appeared in December, and featured 
an excellent Christmas poem composed by a 
group of students. It deserves publication, but 
at this time of year would lose some of the 
colour; so we will try to remember to get it 
to The Focal Spot in time for next Christmas. 


Mr. Enns delivered a fine Presidential Ad- 
dress ,highlighting events that occurred during 
his very successful term of office. It is always 
tough to see a good man like Jake step out of 
the executive for the time being; but in Miss 
Nagelstock we have another fine chairman for 
61. 


While the scrutineers were counting the bal- 
lots an informal discussion on the Society’s past 
brought some interesting facts to light, via Mr. 
Wm. Doern. Our group was formed in 1929, by 
guess who—Mr. C. Bodle and Mr. Wm. Doern. 
The membership numbered ten, and naturally 
enough the treasury boasted a balance of $10.00. 
That was until the stationery costs ended such 
inflation. 


On a tour of the new x-ray department at 
Misericordia after the business meeting, I got 
involved in a discussion with Ross McLeary of 
Ilford Films, who honoured us with his presence 
for the evening. By the time we had hashed 
over old army days and fellow service techni- 
cians the tour was at an end. We did manage 
to catch up with the others in time for eats of 
course. A very impressive layout of food and 
coffee was served by the hosting staff. The 
food was backed by a setting of fine silver serv- 
ice and candle light. So the year ended on an 
elegant scale, thanks to our friends at Misery. 


And that’s it now for now. 


—M. LUNN, R.T., 
(Head Coach, Ottawa Roughriders). 
Focal Spot Representative. 






(NOTE: Alberta, Ontario, Quebec and Saskatchewan members pay through their 


Provincial Secretaries. 


Members of the other five Societies pay direct to Mrs. E. I. 


Hood, C.S.R.T. Secretary, 2175 West 16th Avenue, Vancouver 9, B.C. 
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NEW BRUNSWICK SOCIETY 
OF RADIOLOGICAL TECHNICIANS 


SAINT JOHN GENERAL 
GRADUATION NIGHT 


The graduation exercises of the x-ray techni- 
cians were held in the gymnasium of the nurses’ 
residence. 

Miss Marlene M. Knox, Saint John, received 
the commissioner’s award for proficiency from 
Senator Clarence V. Emerson at the annual 
graduation exercises of the Saint John General 
Hospital class of radiological technicians held 
in the nurses’ residence. 





NEWS ITEMS FROM THE PROVINCES 


Graduates besides Miss Knox were: Dixie M. 
Brown, Grand Bay; Dorothy M. Arsenau, Saint 
John; Carolyn M. Gaunce, Saint John; B. Gayle 
Godfrey, Lancaster; Judith L. Scaplen, Lan- 
caster; Linda R. Troy, Black’s Harbor, and 
Vondelle E. Wilkins, Sussex. 


Miss Godfrey was class valedictorian. Guest 
speaker was Dr. Donald R. Ingraham. In his 
address to the class, Dr. Ingraham stressed the 
important position that the radiology technician 
plays in the field of medicine. He praised the 
graduates for both their ability and their atti- 
tude towards their work. 


Senator Emerson presented diplomas to the 
class. Opening addresses were given by Dr. L. 
J. Stevenson and by Dr. N. S. Skinner, of the 
department of radiology at the Saint John Gen- 
eral Hospital. 


Members of the board of hospital commis- 
sioners and relatives of the graduates attended. 


Continued on Page 10 


SAINT JOHN GENERAL GRADUATION NIGHT 


Eiight graduate radiological technologists at the Saint John General Hospital recently received their diplomas 
from Senator Clarence V. Emerson, chairman of the hospital board of commissioners. From left to right the graduates 
are: Vondelle E. Wilkins, Sussex; Carolyn M. Gaunce, Saint John; Dorothy M. Arseneau, Saint John; Linda R. Troy, 
Black’s Harbcr; Marlene M. Knox, Saint John; Judith L. Scaplen, Lancaster; B. Gayle Godfrey, Lancaster, and 
Dixie M. Brown, Grand Bay. 










Joe Michaud Studio. 
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NEWS ITEMS FROM THE PROVINCES 


N.B. Continued from Page 9 


Dr. C. A. Trask, hospital director, acted as 
chairman. The course has been under the direc- 
tion of Dr. Skinner, assisted by the chief tech- 
nician, Donald Bursey. 


Miss Patricia Troy was vocal soloist, and was 
accompanied by Mrs. Norman S. Skinner at the 
piano. Later refreshments were served and a 
social gathering enjoyed in the lounge of the 
residence. The table was attractivly arranged 
with a Christmas centrepiece and lighted red 
tapers. Mrs. Henry J. Flood and Mrs. John L. 
Stevenson presided over the coffee cups, and 
student technicians of the x-ray department 
assisted in serving. Mrs. Ronald I. MacLaren 
and Mrs. Jasper R. Cameron were the 
replenishers. 


A general meeting of the N.B.S.X.T. was 
held on December 3rd, 1960, at Lancaster Hos- 
pital Mr. Darrell Liston presided. Seven 
certificates were presented to new student mem- 


ALBERTA DIVISION, C.S.R.T. 


PLACEMENT BUREAU 


WM. ANDRAIS, R.T. 
540 Tegler Building 
Edmonton, Alberta 
Radiologists and Technicians are 


invited to use this service. 


CALGARY BRANCH 


There will be a new Focal Spot Representative 
for 1961—she is Mrs. Barbara Shields. You 


bers, along with a few words of welcome from 
the President. 


Again the problem of our educational require- 
ments brought forth a good deal of discussion, 
but as nothing definite resulted, the Education 
Committee has assumed responsibility for 
further inquiry into this matter. 


Mr. John Cooper, of Lancaster D.V.A. Hos- 
pital, will replace Mr. Williams on the Person- 
nel Practices Committee, as the latter will soon 
be an Associate Member. 


Following further business, the meeting ad- 
journed. Dr. A. J. Brooks was the speaker, his 
subject being “Diagnosis of Intracranial 
Lesions.” We found this topic most interest- 
ing, and, I am sure, profited from hearing him. 


A delicious lunch followed, served by the girls 
on the technical staff of Lancaster Hospital. 


—RUTH DUFFEY, R.T., 
Focal Spot Representative. 


may send the notices to the X-Ray Department, 
Cancer Clinic, Holy Cross Hospital, Calgary, 
Alberta. 


In concluding our C.S.R.T. activities for 1960, 
the December meeting was held in the library 
of the Associate Clinic. We had a short busi- 
ness meeting and the officers for 1961 were 
elected. They are as follows: 


President—Helen Grassick. 

Vice-President—Lorena Rook. 

Secretary-Treasurer—Margaret Duthie. 

Focal Spot Representative—Barbara Shields. 

Following the meeting we all joined in sing- 
ing Christmas Carols. We ended the evening 
with a delicious lunch supplied by the members. 


Happy New Year to you all! 


—GLORIA MULLIGAN, R.T., 
Focal Spot Representative. 


THE REGISTRY IS USED AS A DIRECTORY BY 
RADIOLOGISTS ACROSS CANADA. MAKE SURE YOUR 


NAME IS IN IT. 


(Deadline March 15th) 
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RFS 


with RADELIN’'S 
new stain resistant aluminized screens 





Radelin’s new tougher screen surface provides outstanding abra- 
sion resistance and maximum protection against developer and 
fixer stains. Such stains can be cleaned from Radelin’s screens, 
well beyond that point which heretofore would require screen 
replacement. 


Radelin STAIN RESISTANT screens incorporate the exclusive pat- 
ented* Aluminized back coat which absorbs high static poten- 
tials, thereby minimizing static discharges. Static free radiographs 
are virtually assured. 

Radelin STAIN RESISTANT screens will not chip or peel since 
the protective coat is bonded to the phosphor. 

Radelin STAIN RESISTANT screens are specially designed to pro- 


duce the resiliency and cushion effect required for proper con- 
tact and better radiographic performance. 


IMPORTANT: Radelin offers greater durability and longer screen 
life at no change in cost. Prices established February 1, 1957 are 


still in effect —a 7% per cent saving. 
*PATENT NUMBER 2,904,689 


RADELIN LTD. 


106 LAKESHORE ROAD EAST + PORT CREDIT, ONTARIO 












































1960 


Board of Directors 


HONORARY PRESIDENT 


DR. R. M. PARSONS 
Red Dear, Alta. 
President of Canadian Medical Association 


PRESIDENT 


*MISS KATHERINE CREELMAN, R.T. 
Personal Box 1297, Fredericton, N.B. 


VICE-PRESIDENT 


*G. ARCHIBALD WILKINSON, R.T. 
Royal Victoria Hospital, Montreal, P.Q. 


Appointed by the Canadian Medical Association 


DR, J. G. STAPLETON 
250 Main Street East, Hamilton, Ont. 


Appointed by the Canadian Association of Radiologists 
DR. P. G. LODER 
General Hospital, Belleville, Ont. 
SECRETARY-TREASURER AND REGISTRAR 


*MRS. E. I. HOOD, R.N., R.T. 
2175 West 16th Ave., Vancouver 9, B.C. 


Ste. 603, 


Hamilton Clinic, 


OFFICERS 


Canadian Society of 
Radiological Technicians 


Committee on Personnel Practices 


CHAIRMAN 


MRS. M. WALKER, R.T. 
General Hospital, 


MEMBERS 
Provincial Representatives 


- 1961 


DIRECTORS ELECTED BY THE PROVINCES 


MR. FRANK CALLAWAY, R.T. 
Royal Alexandra Hospital, Edmonton, Alta. 


HOWARD J. WARD, R.T. 
2392 Salisbury Way, Victoria, B.C. 


*MISS OLIVE E. GUNDRUM, R.T. 
Winnipeg General Hospital, Winnipeg, Man. 


MR. DONALD BURSEY, R.T. 
General Hospital, Saint John, N.B. 


*MR. J. HEARN, R.T. 
115 Springdale St., St. John’s Nfd. 


LIEUT. WILLIAM NOEL, R.T., 
Canadian Forces Hospital, H.M.C.S. Stadacona, 
Halifax, N.S. 

MISS JANE MARTIN, R.T. 

250 Main St. E., Hamilton, Ont. 


*G. ARCHIBALD WILKINSON, B.Sc., R.T. 
Royal Victcria Hospital, Montreal, P.Q. 
PATRICK MALONEY, R.T. 
University Hospital 
Saskatoon, Sask. 

HISTORIAN 
MISS T. AMOS, R.T. 

St. Joseph’s Hospital, Saint John, N.B. 


* Executive Officers. 


C.S.R.T. Advisory Committee 


MR. WM. DOERN, R.T. 
366 Brock St., Winnipeg, Man. 


MISS M. A. McMILLAN, R.T. 
1347 Nicola St., Vancouver 5, B.C. 


MR. I. R. FISHER, R.T. 
New Mount Sinai Hospital, Toronto 2, Ont. 


Committee on Public Relations 
(Brochure) 
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A SIMPLE MEASURING DEVICE FOR THE 
BUSY DEPARTMENT 


By KEVIN J. POWER, M.LR. 
Hobart, Tasmania 


The following article, reprinted from the journal of The Australasian Institute of Radiography, “The Radiographer,”’ is 
presented as offering an opportunity for radiographers with an ingenious turn of mind to experiment with a new method 


of radiographic calibration. 


However the Editor has no personal knowledge of its effifcacy in actual practise. 


It should 


be studied carefully so that the prospective user has a clear understanding of the principles. 


HEN one realises that an increase 

in thickness of body tissue of 3 

cm. requires DOUBLE the ex- 
posure to achieve the same amount 
of film blackening, it is not surprising 
that radiography by the judgment 
method falls short in such a high per- 
centage of cases, as shown by Mr. 
Quinn’s statistical report in the Decem- 
ber Radiographer. 


With the judgment method there is a 
tendency to err on the safe side by over- 
exposure and the ultimate diagnostic 
value of the film may be obscured 
thereby. 


Many films are passed as being diag- 
nostic, but if critically examined are 
slightly under or over exposed. 


More accurate radiography may show 
something totally unexpected, e.g., an 
enlarged liver in a Barium Meal film; or 
minute calcification in the kidney, gall 
bladder or liver area in a plain abdomen 
film. 


Often we see a series of films taken on 
different occasions which, when viewed 
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singly are diagnostic, but, when viewed 
together, are quite unsatisfactory for 
comparison purposes. 


The main objection to the measure- 
ment method is the time-consuming 
factor—not only of the measurement of 
the patient, but also the need to refer to 
a chart or slide rule to arrive at the expo- 
sure factors required. 


I wish to present here a method which 
does away with most of these disadvan- 
tages and requires only a few minutes to 
construct and apply. 


It is only applicable to radiography of 
the trunk, i.e., abdomen, pelvis, spine, ribs, 
etc.; but as these are the regions which 
vary most in thickness in the human 
body, they are therefore the area which 
require the measurement method most. 


Extremities vary so little that with 
some practice exposures can be judged 
quite accurately. 


Most radiographers, when positioning 
the patient for an abdominal, spinal or 
pelvic examination, lower the cone to the 
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patient, to accurately position the patient 
in the centre of the table. 

This simple act can be used to measure 
the thickness of the patient, thus arriving 
automatically at the exposure factors. 

If, for instance, a centimetre scale were 
fixed to the tube column and the tube 
was lowered to touch the patient, we 
could read from the scale—directly oppo- 
site an arrow on the tube arm the thick- 
ness of that part. (arrow 1 in Fig. 2.) 
This would save the use of calipers, etc.; 
and if in place of the centimetre numbers 
the exposure required was written in that 
square for that thickness of body tissue 
the exposure could be read straight off. 

This would not work for all parts as 
the A.P. spine film requires more expo- 
sure for the same patient than an abdo- 
men or pelvis film. This is corrected 
with a second arrow (arrow 2) on the 
tube arm 2cms. above the first, so giving 
an increased exposure of some 55% for 
the spine films. The same setting can 
be used for A.P. lumbar spine and A.P. 
and lateral dorsal spine. 

The lateral lumbar spine exposure is 
calculated from a third arrow (arrow 3), 
which is on the tube arm 2cm. below the 
first mentioned arrow. This exposure is 
read when the lower edge of the cone is 
rested on the iliac crest with the patient 
lying in the lateral position. 

The exposure for lower ribs is the same 
as the abdomen. However as the upper 
ribs require half this exposure the last 
arrow mentioned will give this. 


THE SCALE 

The scale is drawn out on a heavy piece 
of drawing paper, marked in centimetre 
squares; 25 squares cover all possible 
variations from the child to the 280 Ib. 
patient. 

The average adult abdomen is 20 cms. 
thick. The child may be as small as 10 
cms. So in the 10th square from the bot- 
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tom (marked * in Figs. 1 and 2) write 
the exposure for the average adult abdo- 
men (X in Fig. 1), reduce this by 25% 
and place result in the square below it 
(X — 25%) and increase it by 25% for 
the square above it (X plus 25%). 

(x — 25% 
x plus 25% 
x * 
x—25% 

x plus 25% — 2 

Figure 1 

As double the exposure is required for 
an increase of 3cm. thickness, double the 
lower exposure and place in the third 
square above, 2(X— 25%). Similarly, 
halve the upper exposure and place in the 
lower square X plus 25% ~ 2 and so on 
until all squares have exposures increas- 
ing 25% of 1 cm. 






The arrows on the tube column are:— 


(1) LOWER: Exposure for lateral 
lumbar spine and P.A. upper ribs. 


(2) CENTRE: (2cm. above 1). Expo- 
sure for abdomen and pelvis A.P. 


(3) UPPER: (2cm. above 2). Expo- 
sure for A.P. dorsal and lumbar spine and 
lateral dorsal spine. 


FIXING TO MACHINE 


First glue or mark the arrows on the 
tube arm adjacent to the tube column, 
then lower tube with cone or diaphragm 
attached so that the lower ridge of the 
cone is just 20cm. from the table top. 


Glue the scale on the column with the 
central arrow adjacent to the exposure for 
an average abdomen. 


A permanent scale may be etched in 
metal and affixed to the column with 
small screws. It is essential that the fix- 
ing holes are slotted to allow adjustment 
for changes in speed of films, screens, etc. 
The arrows on the tube arm may be 
similarly made permanent. 
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: Attached 
A.P. Lumbar Spine to Column 
A.P. Abdomen 

Position b 7S 
A.P. Pelvis 


Lat. Lumbar Spine 


——— 


P.A. Upper Ribs 


2 


l 
A.P. Pelvis 
Scale attached to 
tube arm. 
(Position a.) 


It is, of course, mecessary to use a 
standard F.F.D. for the proper operation 
of the scale. 

The difference in technique for differ- 
ent patient types was, as Mr. Quinn 
found, negligible, if compression was 
applied before measurement. 

This device requires very little time to 
draw up and fit and the results are very 
accurate. There is minimal loss of time 
in a busy department and the method is 
invaluable for the training of students. 


t 


! 


L’auteur décrit une méthode d’employer le bras-mouvant du tube au lieu du compas pour mesurer le patient 


dans les cas de colonne vertébrale, de cote, et de 


Pexposition se lit sur une échelle fixe installée sur la colonne supportant le tube. Il est nécessaire d’avoir deux 
fléches en position pous accomoder toutes les grandeurs et les positions. Les expositions données sont pour exemple 


seulement. Chacun doit préparer sa propre échelle 
On nous dit que cette méthode est plus rapide et 
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A.P. Lumbar Spine 


———__—— 
A.P. & Lat. Dorsal Spine 
A.P. Abdomen 





Lat. Lumbar Spine 
P.A. Upper Ribs 






Scale 





Figure 2 
The lower position of scale on tube arm represents reading 
at the measurement of an average abdomen. 
The upper position represents the reading at the average 
measurement of lateral pelvis. 
Exposure factors on scale represent an example. 
Technicians must fill in their own as described in text. 


Pabdomen. 


Des fléches sont placées sur le bras du tube et 


commencant par une exposition connue pour une certaine épasseur. 
est aussi trés utile aux professeurs. 
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THE EVOLUTION OF X-RAY SCIENCE 


By JUDY SCAPLEN 
Saint John, N.B. 


General Hospital, 


HE discovery of x-rays, along with 

its development into a branch of 

science, has become one of the most 
outstanding in modern times. 


On November 8th, 1895, an obscure 
physics professor, Wilhelm Konrad 
Roentgen, in his laboratory at the Uni- 
versity of Wurzburg, Bavaria, came upon 
a mysterious ray, which he called “x-ray,” 
since so little was known about it. While 
experimenting with Crooke’s tube—a 
vacuum tube through which a high volt- 
age discharge could be passed, Roentgen 
discovered that by placing his hand be- 
etween the tube and a piece of cardboard 
he could see the bones of his hand, even 
though all visible light rays had been 
excluded by black paper. He soon 
realized that these rays would also pene- 
trate metal, wood and cloth. This dis- 
covery was the climax of a sequence of 
discoveries by Faraday, Geissler and 
Crooke, but it was only the beginning of 
a series of discoveries which account for 
the present status of the field of radiog- 
raphy. 


During the first four or five years, a 
static machine, with the occasional small 
induction coil, was used to supply energy 
to the very inefficient tubes of that period. 
However, its development had been stimu- 
lated by the discovery of x-rays, and soon, 
induction coils had an electrical potential 
of many thousands of volts. Later, static 
machines, then step-up transformers were 
developed to supply the high potential. 
These early machines were exceedingly 
susceptible to atmospheric conditions, and 
there were no milliampere meters and no 


First Place Student Class Bronze Medal Gevaert Essay 
Award, 1960. 


means of measuring the variable gap in 
inches or in K.V.P. If the tube vacuum 
did not vary, if the tube did not puncture, 
if the patient could be strapped in a 
Stationary position long enough, if the 
motorman could be kept at his job, and 
provided extreme care was used in the 
developing process, a fairly decent radio- 
graph might be obtained. During this 
first stage of progress, foreign bodies were 
successfully located occasionally, and 
some information regarding fractures and 
dislocations was possible. 


The early x-ray tube was known as a 
gas tube, since it contained a considerable 
amount of residual gases. The variations 
in gas pressure were too great to ensure 
steady operation, thus tube performance 
was uncertain. 


The second stage of progress was the 
introduction of more substantial tubes. 
In 1913, William David Cooldige had in- 
troduced a new tube which enabled the 
technician to control the x-ray output. 
After years of research on the properties 
of tungsten, Coolidge improved his tube 
by the use of tungsten, instead of 
platinum, as a target. Since tungsten had 
a much higher melting point, higher heat 
conductivity and lower vapor pressure 
than platinum, Coolidge soon produced 
the first model of his tube capable of 
sustained stable operation at voltages as 
high as 140,000 volts. 


With the introduction of better tubes 
came the milliampere meter, the inch 
method of measuring the gap, an improve- 
ment in x-ray plates, and later, single 
screens, used mainly in gastro-intestinal 
work. By careful manipulation, the 
maximum energy of the machines might 
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be used for short exposures. These de- 
velopments simplified greatly the work of 
the technician, and, with an acquired skill, 
and a considerable amount of speed, ex- 
cellent extremity work and some excellent 
head and trunk work developed. 

The third stage was the introduction of 
x-ray transformers, followed by tubes 
with a still heavier carrying capacity. 
The transformers eliminated a great deal 
of the coil trouble, nevertheless, the mil- 
liamperage was only partly controllable, 
due to the variable condition of the tube 
vacuum. Double coated films and screens 
were introduced, but there were still 
numerous difficulties encountered by the 
technicians. 


In 1936, a new type of anode tube was 
introduced. This was known as the rotat- 
ing anode tube, which, as the name im- 
plied, was attached to the shaft of a small 
induction motor and rotated during an 
x-ray exposure. Thus, a “new face” was 
being turned to the electron beam con- 
stantly. The anode consisted of a disc of 
tungsten about three inches in diameter 
and having a bevelled edge. The cathode 
was placed so that the electron beam 
struck the anode on its bevelled edge. 
The stator of the induction motor was 
outside, and the rotor was inside. Self- 
lubricating ball bearings coated with 
metallic barium or silver reduced friction 
in the rotor mechanism, thereby prolong- 
ing the life of the tube. This ingenious 
device could be classed as the greatest 
achievement in x-ray science. 


In older x-ray equipment, the current 
was rectified by a mechanical device re- 
sulting in full wave rectification. But 
with the introduction of valve tube recti- 
fication, operation was noiseless, there 
were no moving parts, there was no spark- 
ing to interfere with radio reception and 
valve tubes had a longer life. The only 
disadvantage was the production of a 
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high percentage of soft x-rays at the low- 
er kilovoltage level, however these rays 
were minimized by the use of appropriate 
filters. 


With the introduction of the Potter- 
Bucky Diaphragm, much of the secondary 
and scattered radiation were eliminated. 
A much higher quality of films was 
obtained, and soon the double screens 
were improved and made cleanable, add- 
ing also to the quality. This was a great 
step in the advancement and work was 
much easier for the technician. 


The last main step in these early de- 
velopments was the addition of the 
stabilizer and sphere gap. A constant 
milliamperage from five to five hundred 
was made possible, and a definite milli- 
amperage could be duplicated from time 
to time. The sphere gap provided a fairly 
accurate measurement of voltage in kilo- 
volts peak, used with any given milliamp- 
erage. 


The x-ray plates consisted of a piece of 
clear glass, with a layer of emulsion about 
one one-thousandth of an inch on one side. 
This plate was placed face down in an 
envelope in a cassette. Needless to say, 
these plates were very heavy, easily 
broken and difficult to store for record 
purposes. 


Dark room processing was originally 
done in trays. The solutions were kept 
between 68° and 70°, and in warm weather 
were surrounded by ice. The plates 
were immersed in the solutions, and the 
liquid was kept in motion by rocking the 
tray. Developing the films took from 
four to seven minutes. They were then 
washed in running water, fixed, washed 
for thirty minutes and dried. Any mois- 
ture was removed first with absorbent 
cotton, then the films were dried by a fan. 
The whole process took approximately 
two hours. 
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EVOLUTION OF X-RAY SCIENCE 


In the early days of radiography, very 
little was known of the effects of over- 
exposure to radiation. Consequently, 
many radiologists, as well as technicians, 
received much more than the standard 
maximum dose we know to-day. Many 
received skin burns and other more 
harmful effects. Technicians often re- 
mained in the room during an exposure, 
providing they were at the rear of the 
tube, and one hand of the operator usually 
functioned as a penetrometer. The pene- 
trating value of x-ray energy from the 
tube was determined by looking at the 
shadow of the bones of the hand and wrist 
with the ordinary non-protected hand 
fluoroscope. The result of this method 
used by pioneer operators is too well 
known to need further mention. There 
were no intensifying screens or films, and 
inadequate lead linings and tube filters 
were used. 


To-day, the x-ray department as we 
know it, represents the product of the 
contributions of many, from the days of 
Roentgen to present time. In order that 
the technician may make adjustments of 
kilovoltage, milliamperage and time in a 
coii\venient manner, readily accessible 
me ‘ers are available on a control panel to 
chs ck operation of the equipment. With 
the addition of fuses to protect the equip- 
ment, autotransformers to vary the volt- 
age so that various kilovoltages can be 
applied, pre-reading kilovoltmeters to de- 
termine the difference in potential and 
timers to permit the x-ray exposure, much 
progress has been made in the actual 
operation of the machine. 


Means of protection to the patient as 
well as to the technician have been im- 
proved greatly. For the patient, the addi- 
tion of adequate filters and cones, more 
sensitive films, the development of inten- 
sifying screens, automatic timing devices 
for the prevention of accidental over- 
exposure, more sensitive fluoroscopic 
screens, and most of all, the reduction of 
exposures to seconds and fractions of a 
second, the risk of injury or over-dosage 
has been reduced considerably. For the 
technician, better equipped machines, 
more adequate protection through walls 
and control booths by adequate lead lin- 
ing, utilization of lead rubber aprons and 
gloves, and mainly, a greater knowledge 
of the danger of exposure, the occupa- 
tional hazard has been greatly minimized. 


From developing films by tray, to 
tanks, then to the modern automatic pro- 
cessing units, the whole process has been 
diminished from two hours to six minutes. 
With the introduction of modern film, 
namely a sheet of cellulose acetate coated 
with a base and an emulsion, the danger 
and inconvenience of the glass photo- 
graphic plates has been eliminated. 


The field of radiography is ever chang- 


ing. X-ray technic, like x-ray equip- 
ment, has passed through evolutionary 
stages from its beginning in 1895 up to 
the present time. Many men have de- 
voted their lives to study and research, 
and have contributed much to x-ray 
science. But the end is not yet in sight, 
therefore let us do our utmost and strive 
to further advance the field, which in the 
practice of medicine, is often the essence 
of life itself. 
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A REPORT ON THE AMERICAN INSTITUTE FOR 


X-RAY TECHNICIANS MEETING, OCT. 1960 


By ELIZABETH KIPLING, R.T. 
South Waterloo Memorial Hospital, Galt, Ont. 


It was my privilege to take part in the 
American Institute for X-Ray Technicians in 
Kansas City, Kansas, which lasted from Friday, 
October 28th, to Sunday, October 30th, 1960. 
Here is a short summary which, I hope, will 
give an impression of how wonderful and busy 
these days were. 


The lectures took place in Battenfeld Audi- 
torium, the beautiful lecture hall at the Medical 
Centre of the University. Even though we sat 
there for hours it was not too much of a strain 
because the seats were comfortable, the 
acoustics excellent and practically every means 
of visual aid was used to assist the lecturers. 


Between lectures refreshments were always 
ready and a delicious luncheon on each of the 
three days was given by one of the sponsors of 
the Institute: The American College of 
Radiology, The American Hospital Association, 
The American Registry of X-Ray Technicians 
and The American Society of X-Ray Techni- 
cians. 


On Friday, October 28th, officers from these 
groups opened the Institute with words of warm 
welcome. Miss Tolan, President of the A.S.- 
X.T., gave a brief, excellent talk on the develop- 
ment of the human reaction towards work. 
She took her idea from the earliest historical 
times, when work was a mere necessity in order 
to live, through the centuries to our present 
system of competition. 


Her topic was a link to the next speaker, Mr. 
Thornberry, LL.B., who spoke about Gaining 
and Maintaining Good Public Relations. He 
knew how to talk to lighten up this rather dull 
subject in a very humorous way. He warned us 
against the “Buddha-Technique” of sitting down 
to stare only at one’s own navel, instead of 
concentrating on the environment and especially 


Trained in Germany, Mrs. Kipiing has her R.T.(R.) in 
the C.S.R.T. and is now teaching radiography at the 
South Waterloo Hospital, Galt. Her radiologist, Dr. 
Bell, sent her to the American Institute meetings of 
which this article is a description. 
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people in it: thus he came to the point of stress- 
ing the immense importance of harmonious 
relationship between patient and technician. 


The next speaker, Mr. Galligan, showed us 
an interesting film demonstrating all kinds of 
Visual Aids in Lecturing. One cannot help but 
realize that the possibilities are so numerous 
that not all of them are applicable, particularly 
in a small training school. Mr. Galligan gave 
some examples, however, simple enough to be 
of use anywhere. 


Of very direct importance to all therapy tech- 
nicians was Prof. Dr. Sala’s lecture: The 
Responsible Technician in Radio-Therapy and 
Isotopes. To the many of us who do not prac- 
tise deep-therapy in our hospitals it was very 
interesting. We saw pictures of the latest 
equipment, also radiographs of cases treated 
with isotopes. One of these was particularly 
impressive: A series of photographs in colour 
had been taken of a patient, undergoing radium 
treatment for a lesion on his nose. At one stage 
of his treatment the nose looked horrifying— 
and yet, the tissues recovered completely as a 
later photograph proved. 


The logical continuation of Dr. Sala’s lecture 
was the one by Dr. Dale Trout: Fundamentals 
of Radiation Protection. He gave a short his- 
tory of the discovery that radiation could be 
harmful and that safety limits had to be set. 
First classification of a “permissible dose” was 
given in 1925. With his several demonstrations 
he proved that the primary beam is easier to 
keep under control than the secondary radiation. 
He reminded us that in our nuclear age the 
great problem of waste disposal has become 
acute. The concern over a single individual’s 


shifted 
Dr. Trout then gave some ideas 


protection has to one for whole 
populations. 
on how to reduce all unnecessary radiation to 
the patient and x-ray worker; some of these 
were new suggestions and others well known 


were worth recalling to our attention. 
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AMERICAN X-RAY INSTITUTE 


At the Workshop in the evening Departmental 
Administration was discussed and the first day 
was ended with a lively exchange of ideas be- 
tween the panelists and the audience. 

On Saturday, the 29th, Dr. TerLouw, Ph.D., 
devoted all the morning to the topic Methods 
in Preparing Lesson Plans. He took us on a 
little excursion into Psychology, putting before 
us a pattern of the relationship between teacher 
and student and the manner of “getting the 
image across.” This pattern seems to be so 
logical that Dr. TerLouw was even able to draw 
it in schematic form on the blackboard. In my 
notes I find short remarks and key words, such 
as: “Important—Set clear goal between teacher 
and student first.” “The behaviour of the 
student partly determines course to be taken.” 
Then there followed a lengthy discourse on 
“communication” and procedures to accomplish 
such. 


The part of the lectures which dealt with the 
causes of failures in teaching seemed to me quite 
important. Here is one of the key thoughts; 
this example of Dr. TerLouw’s approach is in 
the field of “Distraction” (Transmission 
Failure) caused by factors, such as: 

(a) “Noise” (physical, even uncomfortable 

seats). 

(b) “Information loss” (example: Poor sten- 

cils for diagrams). 

(c) “Low signal level” (low voice—strain for 

student to listen). 

(d) “Distortion” (outside interference). 

The second part of the lecture dealt with mak- 
ing up tests and here the speaker mentioned the 
value of “Provocation Through Questions.” 
All tests are a check on both student and teach- 
er. Was the latter able to fulfil the principles 
of a good lecturer? Dr. TerLouw gave us some 
guidance in how to reach this goal and advised: 

(a) Define objective in terms of response. 

(b) Tailor message to audience. 

(c) Challenge audience to think. 

(d) Saturate with integrated sight and sound. 


Finally the speaker showed us methods of 
evaluation and also explained the difference be- 
tween curriculum and syllabus and the appli- 
cation of the latter. 


The afternoon gave my fatigued mind a wel- 
come change by listening to Dr. Bordeur’s class: 
The Technician and the Paediatric Patient. 
This excellent lecture was enjoyed very much as 
Dr. Bordeur showed us in slides how his depart- 
ment uses every possible means to keep the 
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child happy—and motionless. (Pictures on 
wall opposite chest stand, toys, etc.) He 
pointed out the great importance of positioning 
children correctly, particularly for chest studies. 
By means of radiographs he demonstrated how 
an incorrectly positioned patient may lead to a 
wrong diagnosis. High speed in work and ex- 
posure is a “MUST” in taking such films in 
order to stop motion in the proper respiratory 
phase (mostly inspiratory, of course). Dr. 
Bordceur drew our attention to the importance 
of not leaving a baby on his back following a 
G.I. series, but to put him immediately on his 
right side; otherwise barium may settle so firmly 
that it has been found to stay for seven days in 
the child’s stomach. He then reported on an 
experience they had frequently in their depart- 
ment: If in an intravenous pyelogram unsatis- 
factory visualization of one ureter occurs, re- 
injection after 30 minutes had good results, 


For the rest of the afternoon we were made 
to work. We were asked to write the American 
Registry Examination of last May. 


Afterwards Dr. Warfield explained in his 
lecture The System of Grading an Examination. 


The evening had us again at a Workshop. In 
groups we discussed problems such as 
“Emergency Calls,” “Student Recruiting,” 
“Duties of the Chief Technician,” etc. 


Sunday morning Mr. F. Dreisigner talked 
about Technical Aspects of Cineradiography. 
In pictures he acquainted us with the possi- 
bilities this modern method holds for the 
radiologist. To many of us it was a new field 
and impressed us accordingly. At the close of 
his lecture, Mr. Dreisinger told us of his radiolo- 
gist friend in Montreal who has a Cineradio- 
graph connected with his TV set at home. Thus 
he can have any interesting case relayed to his 
home where he watches it and gives his report 
back by phone. What an outlook for the future! 
Maybe—some years from now the poor techni- 
cian will not have to go to work any more—it 
all being done from his home. 


A discussion, Critique of Institue,” under Mr. 
Richard Olden’s chairmanship ended these won- 
derful days, and after the “Presentation of Cer- 
tificates” the Institute adjourned. 

In concluding this short report, I hope, that 
the reader has been able to visualize the mag- 
nitude and value of such an Institute and it is 
my hope that more Canadian technicians will 
find it possible to attend in the future. 
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CONVENTION NEWS - 1961 


I had the pleasure of Miss Rubygrant Pennell’s company here in Montreal recently 
when she came up to co-ordinate some of the activities of the Convention and to see the 
Queen Elizabeth Hotel. We spent all day going over plans and facilities with the hotel 
staff and discussing plans for the Convention. A large convention was in progress at the 
time and it gave us both an idea of the conditions we might face next June. Eight elevators 
moved passengers quickly and the escalators from the Main Lobby to the Convention Floor 
further facilitated the movement. 

Confucius is quoted as saying, “One picture is worth ten thousand words.” 
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‘This may be of help to you when you 
arrive at the Queen Elizabeth next June. We do want you to feel at home and there is no 
better way of feeling at home than in knowing your way around the hotel and particularly 
the Convention Floor. 

We hope that many of you will come to Montreal next June to attend the Convention, 
to attend refresher courses in one of the many rooms shown, listen to business sessions or 
attend technical sessions in the Grand Ballroom, dance or dine at some of the functions, 
meet old friends and enjoy yourself. We are looking forward to seeing you and we hope 
that you will not disappoint us by not coming. Help us to help you, plan to come, plan to 
participate, plan early and REGISTER NOW. See you next June! 

—G. A. WILKINSON, R.T., 


General Chairman. 
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ANNOUNCING THE THIRD INTERNATIONAL 
CONVENTION OF X-RAY TECHNICIANS 


If You Ask Me --- “What is a Convention?” --- 


A convention is like a light bulb. The bigger the light bulb, the brighter it can burn. 
What determines the actual brightness is not the size of the bulb, but the strength of the 
current flowing through the bulb. The greater the current, the brighter the light. What 
determines the actual value of a convention is not so much the relative value as the way 


with which the convention is ATTENDED. 


The light bulb is the Third International Convention of X-Ray Technicians to be held 
in Montreal, June 24-29. It offers a greater educational brightness because of the strength 
of the two Societies. That is the relative value. Its actual value depends upon how much 
light a member will receive by participating in its activities. 


THINK IT OVER—Ict is time, indeed, for the educational pause that refreshes. We 


need to increase our professional vitality. 


Plan now to attend the THIRD INTERNATIONAL CONVENTION OF X-RAY 
TECHNICIANS in Montreal, Canada. Plan to attend a REFRESHER COURSE—Plan 
a real VACATION—Don’t cease to plan until you have reached MONTREAL—the site 
of the CONVENTION. 


—Reprinted from Montana Society Publication, The Live Wire. 








From the Entertainment Chairman 


Montreal is this year’s international ville for us Canadians to meet our colleagues 
from across the border in one of our gayest environments, so make it a “must” in your 1961 
programme. 


Included in the activities of any group there is time for relaxation, and so from the 
musical tones of the early morning church bells, so familiar to this province, to the lively 
retort of evening serenades, there will be many opportunities for us to meet; whether it be 
at a luncheon, a dance, or perhaps a local talent revue. 


The city, with its historic background, holds a fascination for everyone, and not to be 
excluded is the wonderful view from atop Mount Royal in the heart of the city, looking 
south across the St. Lawrence River to the mountains which roll their way into the United 
States. So here’s hoping for a fine day. 


Montreal offers a wide variety of entertainment in movies, dining and dancing, so arrive 
early and participate in our social activities with the climax of our Third International 
Convention with its banquet and ball. 

—SALLY ARCHER, R.T., 


Chairman, Entertainment. 
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THE CANADIAN SOCIETY OF RADIOLOGICAL TECHNICIANS 
THE AMERICAN SOCIETY OF X-RAY TECHNICIANS 


FOURTH INTERNATIONAL CONVENTION 
MONTREAL, JUNE 24-29, 1961 


REFRESHER COURSES 


PRINCIPLES OF RADIOGRAPHIC EXPOSURE 
Instructor: Arthur W. Fuchs, Rochester, New York. 


Arthur W. Fuchs’ career 
in radiography began dur- 
ing World War I when he 
attended the School of 
Military Roentgenology at 
Cornell Medical School. 
From there he went to 
France with X-Ray Unit 
Number 1 which staffed 
an X-Ray School at Bazoil- 
les-sur-meuse and later 
the X-Ray Repair Shop in 
Paris. Following the war he became chief techni 
cian to the late Percy Brown, M.D., St. Luke’s Hos- 
pital, New York City. 
















In 1927 Mr. Fuchs joined the Medical Divisicn 
of the Eastman Kodak Company and became its 
Supervisor of Medical Technical Service. He held 
this position until his retirement, January, 1961. 
Until 1941 he was editor of Radiography and Clinical 
Photography and was responsible for the publica- 
tion of Fundamentals of Radiography and X-Ray in 
Dentistry. He has authored many other technical 
papers on radiography and medical photography 


including his text Principles of Radiographic Expo- 
sure and Processing. 


During World War II, as Chief of X-Ray Secticn, 
School for Department Technicians, Army Medical 
Centre, hundreds of technicians were trained under 
him. In this work the optimum kilovoltage theory 
of radiography was developed and taught. It be- 
came the exposure guide for use with Army field 
apparatus. For his military work he was awarded 
a Certificate of Merit. 


In 1938 Mr. Fuchs was made an Honcrary Mem- 
ber of The American Society of X-Ray Technicians; 
was chosen Jerman Memorial Lecturer for 1950; and 
became an Honorary Member of The Canadian 
Society of Radiological Technicians in 1959. He is 
a Fellow of the Biological Photographic Association 
(1946) and a Colonel in the Medical Service Corps 
U.S.A. Reserve (Retired). 


Mr. Fuchs’ experience as an instructor eminently 
qualifies him to present this excellent series of lec- 
tures. The course is highly recommended to all 
technicians who wish to improve the quality of their 
radiographic work by an increased knowledge of 
the principles of radiographic exposure. 


PRINCIPLES OF RADIOGRAPHIC EXPOSURE 


INSTRUCTOR: ARTHUR W. FUCHS, A.S.X.T. (Honorary), C.S.R.T. (Honorary) 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 
1. Characteristics of x-ray film. 
2. The latent image. 
3. Radiographic density. 
Influence of: 
(a) Development. 
(b) Focus-film distance. 
(c) Milliamperage. 
(d) Time of exposure. 
(e) Kilovoltage. 
SECOND SESSION 


Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 
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1. Radiographic contrast. 
Influence of: 
(a) Kilovoltage. 
(b) Filtration. 


THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 
2. Radiographic contrast. 
Influence of secondary radiation. 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 
1. Influence of MaS on radiographic quality. 
Application of principles to a standardized 
exposure method. 
3. Conclusion. 


N 
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REFRESHER COURSES — 1961 


ELECTRONIQUE, COURANTS ALTERNATIFS ET CIRCUITS DE BASE 
Instructor: M. Bernard Marchand, R.T., C.S.R.T., Montréal, Québec 


Nous sommes heure' 
de vous annoncer qu’ 
















cours de perfectionnemen 


2 


en francais sera donn 
pendant les assises de | 
troisieme Convention Inter 
nationdle. Monsieu 
Bernard Marchand, R.T. 
série di 
“Elect 
nique, courants altern 


donnera cette 


cours intitulés: 


et circuits de lias.” 


connais- 
De plus, 
il est tres connu dans sa province natale, Québec, 


Monsieur Marchand posséde de vastes 
sances dans le champ de la radiographie. 


intérét 
radiologique. 


pour son et ses recherches en technique 
Possédent ume grande expérience en 
radiologie, Monsieur Marchand a été représentani 
d'une compagnie bien connu de Montréal, puis tech- 
nicien en charge 4 I'Hédtel-Dieu de Montréal et est 
présentement au service de la Compagnie W. E. 
Booth 4 titre de représentant de distribution des films 
Ilford. 


Ces différents champs d'action ont donné & Mon- 
Marchand, 
différents problémes auxquels les techniciens ont 4 
faire face pour l'interprétation des notions de base 
et des circuits électriques; ce cours est hautement 


sieur une grande compréhension des 


recommandeé 4a tout technicien. 


COURS DE PERFECTIONNEMENT 
INSTRUCTEUR: M. Bernard Marchand. R.T., C.S.R.T. 


PREMIERE SESSION 
Lundi, 26 juin, 1961 
8.00 a.m. to 10.00 a.m. 
1. L’Atome: 
(a) Constitution. 
(b) Nombre et masse atomique. 
(c) Notation nucléaire. 
(d) Les couches et les niveaux d’énergie. 
(e) Classification périodique des éléments. 
(f) L’ionisation, les ions. 
(g) L’électron. 
(h) Le rayonnement et spectre électromag- 
nétique. 

(i) Absorption des rayons-x par la matiére. 
(j) Le photon. 
(k) Effet photo-électrique. 
(1) Effet compton. 
(m) Rayons caractéristiques. 


DEUXIEME SESSION 
Mardi, 27 Juin, 1961 
8.00 a.m. to 10.00 a.m. 
L’Atome (suite): 
(n) Les isotopes et neutrons. 
(o) La radioactivité. 
(p) Les rayons alpha, beta, gamma. 
(q) La production des rayons-x a la surface 
de l’anode. 
(r) Les filtres, leur absorption et leur pro- 
duction de secondaires. 
(s) Longueur d’onde, fréquence et vitesse. 
(t) Les rayons cathodiques. 
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(u) Emission thermionique et la charge de 
lespace. 
(v) Cylindre de concentration. 


TROISIEME SESSION 
Mercredi, 28 juin, 1961 
8.00 a.m. to 10.00 a.m. 
2. Courants Alternatifs: 

(a) Charges statiques. 

(b) Courants électriques. 

(c) Différence de potentiel. 

(d) Courant dans un conducteur. 

(e) Courant alternatif. 

(f) Courant direct pulsatoire. 

(g) Valeurs maxima et effectives. 

(h) Les champs électromagnétiques. 

(i) Cadrans électriques. 

(j) Courants induits. 

(k) Les transformateurs. 

(1) Bobine d’atténuntion. 


QUATRIEME SESSION 
Jeudi, 29 Juin, 1961 
8.00 a.m. to 10.00 a.m. 
3. Electronique et Circuits: 

(a) Définition. 
(b) Les élements d’un circuit. 
(c) Circuit de rectification. 
(d) Circuit d’amplification. 
(e) Circuit de la cellule photo-électrique. 
(f) Tubes a gaz. 
(g) Circuits de minuteries électronique. 
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REFRESHER COURSES — 1961 


A REVIEW OF SPECIAL AND TROUBLESOME PROCEDURES 


Instructor: Nicholas R. Barraco, R.T., A.S.X.T., New Britain, Connectcut. 


Nicholas R. 


Barraco, 39 









necticut, was born in New 
Connecticut, ; 
received his elementaryys 
school training there. Bt 
was while attending cols 
lege in St. Louis that he 
became interested in x- 
technology as a life wo 

Mr. Barraco returned 
in 1938 
obtained a job in the x-ray department of the Yale 
Medical Centre under the excellent guidance cf 


Professor Hugh Wilson and Larry Cowles, Chief 
Technician. 


Haven 


Connecticut 


In 1942 Mr. Barraco entered the medical corps 
of the Army and spent a year helping to train 
technicians at Fort Jackson, South Carolina, until his 
hospital unit was sent overseas. In North Africa he 
set up an x-ray department and hospital, operating 
it for six months before crating and moving it for 
the first of its many trips following the armies in 
Europe. His department had the distinction of hav- 
ing the first movable bucky and laminographic unit 
in North Africa. Both were built by Mr. Barraco. 


After the war Mr. Barraco returned to the x-ray 
department of Yale Medical Centre. In 1947 he 
accepted his present position as chief technician in 
the Department of Radiology of New Britain General 


Hospital, New Britain, Connecticut. 


Mr. Barraco has twice been elected president of 
The Connecticut Society of X-Ray Technicians, or- 
ganized the refresher courses sponsored by the 
Society, and given bi-annually in Connecticut for the 
vast eight years. He organized and became editcr 
of the Connecticut Society Yearbook. 


Mr. Barraco presented a paper at the last Chicago 
Conventien of the A.S.X.T., has had two others pub- 
lished in The X-Ray Technician, one in Medical 
Radiclegy and Photography, and another in the 
Connecticut Teachers Journal. He was winner of the 
third N.E.M.A. Award at the Second International 
Convention in Washington, D.C., in 1957. 


Currently, Mr. Barraco is serving as a member of 
the Nominating Committee for The American Society 
of X-Ray Technicians, has served as a member of 
the Education Committee, and is a past president of 
The New England Conference. 


Mr. Barraco became a Fellow of The American 
Society of X-Ray Technicians and his certificate of 
Fellowship was presented at the convention of the 
American Society in Cincinnati in 1960. 


His hobbies include gardening, photography, Boy 
Scouts, and Lions International. He feels that his 
greatest achievement has been the establishment of 
a school of x-ray technology in New Britain which 
is recognized as having a very fine reputation. 


A REVIEW OF SPECIAL AND TROUBLESOME PROCEDURES 


INSTRUCTOR: NICHOLAS R. BARRACO, R.T., A.S.X.T. 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 
The Maxillary Sinus. 
Optic Foramina. 
Petrous Ridges. 
Zygomatic Arches. 


-wne 


SECOND SESSION 
Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 
Cerebral Pneumonography. 
Cerebral Angiography. 
Lateral Shoulder. 
Lateral Upper Dorsal Spine. 


awn = 


The Focal Spot, 1961, No. 1 


THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 
Lateral Hip. 
Oblique Spine—Cervical, Dorsal, Lumbar. 
Sternum. 
Magnification Technic. 


- wnrre 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 
Body Section Radiography. 
Congenital Feet. 
Mandible and T.M.J.’s. 
Eye Localization. 


>-wn Pe 
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REFRESHER COURSES — 1961 


SOME BIOLOGICAL, PHYSICAL, AND ANATOMICAL ASPECTS 
OF RADIATION THERAPY 


Instructor: A. Nanette Plowman, S.R.N., M.S.R., R.T., C.S.R.T., Toronto, Ontario. 


Miss A. Nanette Plow- 
man was born and edu 
sated in the city of Rugby, 
England. She was a 
member of the nurses 
training school of Middle 
sex Hospital, London, Eng 
and, from 1938 to 1942 
In 1941 she was awarded 
a General Nursing Cer 
tilicate from the General 
Nursing Council of Eng a 
land and Wales. She studied radiography and 
became a member of the Society of Radiographers 
in Radiotherapy and Radiography in 1944. 


From 1944 to 1948 Miss Plowman was Staff Nurse 


Radiographer at Myerstein Institute of Radiotherapy 







Middlesex Hospital. 1948 to 1954 she was Deputy 
Superintendent, Myerstein Institute of Radiotherapy 
1954 to 1958 Miss Plowman served as Technician 
Radictherapy Department, Toronto General Hospital 
Tcrcnto, Ontario, and was responsible for organizing 
the training programme for radiotherapy technicians 
She is currently Teching Supervisor, 
Margaret Hospital School of Radiotherapy. 


Princess 


Starting in 1957 Miss Plowman has served as a 
member and secretary of the Joint Council on Tech- 
nical Training, Canadian Society of Radiological 
Technicians and Canadian Association of Radiolo- 
gists. 1958 to 1960 she was Chairman of the Ontario 
Society of Radiographers Therapy Committee. 


In 1960 Miss Plowman was winner of the 
Marshall Mallet Award Trophy (C.S.R.T.). 


Dr. 


SOME BIOLOGICAL, PHYSICAL, AND ANATOMICAL ASPECTS OF RADIATION THERAPY 


INSTRUCTOR: A. NANETTE PLOWMAN, S.R.N.. MS.R.. R.T., C.S.R.T. 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 


1. Pathology of Malignancy: 
1. Cytology and mitosis. 
2. Differentiation, grading, and staging of 
tumours. 


3. Malignant conditions—carcinomata, sar- 
comata, reticuloses, neural tissue tumours, 
embryonic tumours. 


SECOND SESSION 
Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 


> 


2. Radiobiology: 
1. Ionization. 
2. Biological effect of radiation on the cell 


3. Radiosensitivity of normal and malig- 
nant tissues. 


4. Effect of radiation on the tumour. 


5. Sonatic effect of radiation. 


THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 


3. Radiation Physics: 
1. Interaction of radiation and matter. 
2. Primary, scattered, and secondary 
radiation. 
3. Photoelectric absorption, Compton effect, 
Pair production. 
4. Qualitative influence on these and energy 
carried by the secondary electrons. 
5. Absorbed dose and the R.B.E. 
Factors influencing Percentage Depth 
Dose and Isodose curves. 
Treatment planning. 


NSN 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 


4. Anatomy: 
1. The Lymphatic System. 
2. Lymphatic drainage of the head and 
neck, breast, thoracic, abdominal, and 


pelvic organs. 
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REFRESHER COURSES — 1961 


FORMULATING X-RAY TECHNICS 
Instructor: John B. Cahoon, Jr., R.T., A.S.X.T., Durham, North Carolina. 














John B. Cahoon, Jr., R.T. 
was born and educated ir 
North 
his early education in the 


Carolina, receiving 
Durham public _ schools.® 
He attended Duke® 
University and was gradu-§ 


later é 
ated from Duke University) 
School of X-ray Tech 
in 1939. He was 
certified by The American 
X-Ray Techi 
cians in 1941 and immediately became a member of 


nology 
Registry of 
The American Society of X-Ray Technicians. 


Moving from a position as staff technician at Duke 
University Hospital to that of chief technician of the 
clinic section, Mr. Cahoon subsequently advanced 
through various posts until he achieved his present 
status of chief radiological technician and instructor 
in radiology at Duke University Medical Centre. 


Mr. 
positions: In 1941 he served as vice-president of The 


Cahoon has held the following offices and 


North Carolina Society of X-Ray Technicians and as 
president in 1942 and 1943. 
he ‘also edited the state publication. In 


During the latter year 
1943 and 
1944 he served the state as Counsellor for The Ameri- 
1947 he was 
appointed chairman of the Education Committee of 
the A.S.X.T. and served in this capacity for three 
years. In 1949 Mr. Cahoon was elected first vice- 
president of The American Society of X-Ray Techni- 
cians and the following year was elected to the 
presidency. 


can Society of X-Ray Technicians. In 


During his tenure as president and his 
three years on the board of directors, Mr. Cahocn 
continued to serve the profession as an advocate of 
better education and better testing methods which 


eventually resulted in the change to the objective 
type tests now in use by The American Registry. 
Immediately after his three year service on the board 
of directors, Mr. Cahoon was appointed to the board 
of trustees of The American Registry of X-Ray Tech- 
nicians, and re-appointed to a three year term in 


1956. 


Mr 


papers 


Cahoon has published twenty-one technical 
and medical journals, 
and is the author of the book Formulating X-Ray 
Technics, fifth edition. 


refresher the A.S.X.T. annual meetings 


in various technical 


now in its He has taught 
courses at 
and at various state meetings, and has also pre- 
sented numerous papers at the local and national 
levels. 


In 1948 he was awarded second place in the 
scientific essay competition sponsored by the X-Ray 
the Manufacturers’ 

Mr. Cahoon has also been in much 
demand for panel discussions at state and national 


Section of National Electrical 


Associaticn. 
meetings. These many professional and organiza 
tional activities led to the qualification of Mr. Cahoon 
as one of the eleven original Fellows of The Ameri 


can Society of X-Ray Technicians. In 1960 he was 


accorded the honour of presenting the Jerman 
Memorial Lecture at the A.S.X.T. Convention in 
Cincinnati. 


Included in his hobbies are golf, dancing, and 
photography, and he is a member of various civic 
organizations in Durham, North Carolina, where he 


lives. 

His past dedication and enthusiasm have stimu- 
lated many members of the 
Seciety knows he will continue to use his penetrating 


the profession, and 


insight into technicians’ problems for the steady ad- 
vancement of those whose profession he shares. 


FORMULATING X-RAY TECHNICS 
INSTRUCTOR: JOHN B. CAHOON, JR., R.T., A.S.X.T. 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 


1. Processing: 

(a) Standardization. 

(b) Artefacts. 

(c) Trouble Shooting. 
i. Film. 
i. Chemicals. 
iii. Safe Lights. 
iv. Fog. 
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(d) How to Run Film Test. 

(e) Solarization. 
SECOND SESSION 

Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 
2. Image Characteristics: 

(a) Density. 

(b) Contrast. 

(c) X-Ray Penetration. 

(d) Absorption. 

(e) Exposure Experiments. 


(f) 


Function of Kilovoltage. 





REFRESHER COURSES — 1961 


THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 


3. Kilovoltage and Contrast: 


(a) Function of Milliampere Seconds. 


FOURTH SESSION 
Thursday, June 29th, 1961 
9.00 a.m. to 10.00 a.m. 


4. Standardization of Exposure and Formulating 


the Technic Chart: 
(a) Long Scale Contrast Technic. 


(b) Short Scale Contrast Technic. 
(c) Medium Kv.P. Technic. 

(d) Optimum Kv.P. Technic. 

(e) High Kilovoltage Technic. 


(b) Image Formation. 
(c) Body Tissues. 


(d) Evaluation of the Patient. 


Actual exposure charts will be formulated in 
the fourth and final session, taking into account 
ali the factors discussed during the course. 








ANATOMY, PHYSIOLOGY, PATHOLOGY, AND RADIOLOGY OF 
THE HEART AND LARGE VESSELS AND THE URINARY TRACT 


Instructors: Members of the Department of Radiology, Faculty of Medicine, McGill University. 


The 
radiological 


increasing frequency and complexity of 
the heart and the 
vascular system makes it imperative that radiological 
technicians understand the conditions involving such 
Knowledge of the anatomy, the 
physiology, and the pathology are necessary to the 


application of proper radiographic techniques. 


systems that predicates their simultaneous study. 
examinations of 

The millions of dollars and many, many years of 
research that have been applied to the development 
of materials and equipment necessary for the study 
of these systems are lost if proper techniques are not 
followed in the performance of these examinations. 


examinations. 


This course is designed to offer the participant a 


Radio opaque media which are used in the study 
of the heart and vascular system have been used related knowledge of these three factors and their 


for many years in the study of the urinary system. ‘adiclogical study, so that this knowledge may be 


There is an excretory correlation between these two applied to the performance of better radiography. 


ANATOMY. PHYSIOLOGY. PATHOLOGY, AND RADIOLOGY OF THE HEART 
AND LARGE VESSELS AND THE URINARY SYSTEM 


INSTRUCTORS: Members of the Department of Radiology. Faculty of Medicine, McGill University 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 


The Heart and Large Vessels: 
Normal Anatomy and Physiology. 


SECOND SESSION 
Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 


The Heart and Large Vessels: 
Abnormal Anatomy and Physiology. 
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THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 
The Urinary Tract: 
Normal Anatomy and Physiology. 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 
The Urinary Tract: 
Abnormal Anatomy and Physiology. 
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REFRESHER COURSES — 1961 


ANATOMY, PHYSIOLOGY, PATHOLOGY, AND RADIOLOGY OF 
THE ALIMENTARY TRACT 


Instructors: Members of the Department of Radiology, Faculty of Medicine, McGill University. 


The ability to correlate the anatomy, physiology, 
and pathology of a given anatomical part with a 
required radiological examination is essential to the 
qualified technician. Examinations involving the 
alimentary tract total about twenty-five per cent of 
all types of examinations performed in most general 


hospitals and yet, it is reasonably safe to say, most 
technicians do not approach these examinations with 
This 


attributed partly to undesirable physiological reac- 


enthusiasm. lack of enthusiasm may be 


tions during certain examinations, partly to the 
secondary role of the technician in the performance 
of the examination, and very often to a lack of 
understanding of the conditions involved in the per- 


formance of the examination. 


The importance of the alimentary system to the 
well-being of the human body is self-evident. To- 
gether with the respirartory functions of the human 
body, the alimentary system provides the source of 
which life becomes almost 


sustenance, without 


Pathological conditions of the alimen- 
tary tract rapidly deteriorate or prevent the function 


impossible. 


of bodily organs. Continuously poor ingestion, 
digestion, or excretion of foods by the alimentary 
sytem requires radiological 


majority of cases. 


investigation in the 
Why do we perform these exam- 


inations and what are we searching for? 


This course is designed to cover the major aspects 
of the alimentary system insofar as the radiological 
considerations of anatomy, physiology, and patho- 
logy are concerned. It is important that all four 
factors be considered simultaneously in order that 
the knowledge of one factor may be applied to the 
and other 


determination understanding of the 


factors. 


It is hoped that all who attend this course may 
benefit from an increased knowledge of the Anatomy, 
Physiology, Pathology, and Radiology of the Alli- 


mentary System. 


ANATOMY, PHYSIOLOGY, PATHOLOGY, AND RADIOLOGY OF THE ALIMENTARY SYSTEM 


INSTRUCTORS: Members of the Department of Radiology, Faculty of Medicine, McGill University 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 
1. The Salivary Glands. 


m 


The Pharynx. 


3. The Ocesophagus. 


SECOND SESSION 
Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 
1. The Stomach. 
2. The Duodenum. 
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THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 


1. The Gall Bladder. 
2. The Pancreas. 


3. The Small Bowel. 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 


1. The Terminal Ileum. 


nN 


The Colon. 


3. The Rectum. 





REFRESHER COURSES — 1961 


PERSONNEL MANAGEMENT FOR SUPERVISING 
X-RAY TECHNICIANS 


Instructor: James R. Feldman, R.T., A.S.X.T., Baltimore, Maryland. 
















James R. Feldman, R.T., 
received his technical 
training at the Sinai Hos- 
Inc., 


pital of Baltimore, 


Baltimore, Maryland, and 
1947. 


The following year he was 


was graduated in 


appointed Instructor and 
Assistant Chief Technician 
in the Department of 


the 
Hopkins Hospital. 


Johns 
In 1950 
Mr. Feldman left the Johns Hopkins Hopsital to enter 
the United States Air Force. 
ing he was assigned to 


Radiology of 


Following basic train- 
the School of Aviaticn 
Medicine as an instructor in X-Ray Technology at 
Gunter Air Force Base, Montgomery, Alabama. In 
1951 the Air Force did not yet have a school for 
x-ray technicians and Mr. Feldman’s assignment was 
the the school. 
During the five years Mr. Feldman was in the Air 


to write curriculum and set up 


Force as an Instructor in the School of X-Ray Tech- 


nology, he attended the Academic Instructors Course 
and the Air Force Management Training Programme 
in addition to attending evening classes at the Uni 
versity of Alabama. Following his discharge from 
the Air Force in 1956, Mr. Feldman accepted the 
position as Chief Technician and Head of the Schoo] 
ef X-Ray Technology at Sinai Hospital of Baltimore, 
Inc. 


Mr. Feldman has written and presented papers on 
the following: 1. Styloid Process of the Temporal 
Bone. 2. Modern Tendencies in Radiography. 3. 
The Principles of Radiographic Exposure. 4. Body 
Medical Application of 
6. Formulation, Use and Evaluation 

This last paper was presented at 
the 1957 Institute for X-Ray Technicians in Denver, 
Colorado. 


Section Radiography. 5. 
Radioisotopes. 
of Examinations. 


Mr. Feldman has served on the Education Commit- 
tee of The American Society of X-Ray Technicians 
and has also served as President of The Maryland 
Seciety of X-Ray Technicians. 


PERSONNEL MANAGEMENT FOR SUPERVISING X-RAY TECHNICIANS 


INSTRUCTOR: JAMES R. FELDMAN, R.T., A.S.X.T. 


FIRST SESSION 
Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 


i. Foundations of Personnel Relations: 
(a) Individuality. 

(b) Security. 

(c) Recognition. 


(d) Service. 


Nm 


Procedure for Effective Utilization: 
(a) Get the right man on the right job. 
(b) Increase his availability for work. 
(c) Stimulate his will to work. 
(d) Increase his capacity to produce. 
(e) Use him fully on essential tasks. 


SECOND SESSION 
Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 


3. The Function of Management: 
(a) Planning. 
(b) Organizing. 
(c) Directing. 
(d) Co-ordinating. 
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4. Control of Time: 
(a) Set up time budgets. 
(b) Determine schedules. 
(c) Controlling. 
(d) 


(e) You and your time. 


How to plan work. 


(f) Motion economy. 


(g) Area of lower classification of motion. 


(h) Motion economy essentials. 
THIRD SESSION 
Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 


wa 


Principles of Organization: 
(a) Unity of supervision. 
(b) Span of control. 
(c) Homogenous assignment. 


(d) Delegation of authority. 


6. Causes of Worker Dissatisfaction On and Off 
Job: 
(a) Technique for handling complaints and 
grievances. 
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(b) Counselling techniques. 
(g) Taking corrective action. 
(d) Types of corrective action. 
(e) Effect of a “bawl-out.” 


(f) Effect of a corrective interview. 


FOURTH SESSION 
Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 


7. Steps in Effective Method Improvement: 


REFRESHER COURSES — 1961 


(a) Select the job to be improved. 
(b) Make a detailed breakdown of the job. 
(c) Directing. 


(d) Co-ordinating. 


8. Steps in Instruction: 


(a) Isolate instruction jobs. 
(b) Plan the instruction. 
(c) Accomplish the instruction. 


(d) Follow up and check. 








X-RAY PHYSICS FOR REGISTERED TECHNICIANS 


Instructor: L. G. Idstrom, M.D., Minneapolis, Minnesota. 














Dr. L. G. Idstrom has ~ 
been a Radiologist at the 

Swedish Hospital in Min- 

neapolis, Minnesota, since 

January, 1946. He gradu-. 4 
uated from the School of 7 
Medicine, University of 
Minnesota, in 1939, and 
was accepted as a Fellow, 
of The American Board of 
1944. H 
had a broad experience in 


Radiology in 


educational teaching and administration prior to en- 
tering medical school, which enhances his value as 


an instructor. He served in the Second World War 
1941 to 1946, as Lieutenant-Colonel and Chief of 
X-Ray Service, 116 General Hospital, England, and 
service at 


Nuremberg, Germany, with previous 


Camp Crowder, Missouri, and Fort Snelling, Min- 


nesota. 


Dr. Idstrom has a genius for developing equip- 


ment for demonstration purposes, and again this 
year will use a machine which he has developed 
showing energy transformations and applications. 
This machine was produced largely on the basis of 
requests from many students who have taken Dr. 


Idstrom’s course in previous years. 


X-RAY PHYSICS FOR REGISTERED TECHNICIANS 


INSTRUCTOR: L. G. IDSTROM. MLD. 


FIRST SESSION 


Monday, June 26th, 1961 
8.00 a.m. to 10.00 a.m. 


1. Classical (Newtonian) Physics and Quantam 


Mechanics. 


2. Space-Time Concepts. 


SECOND SESSION 


Tuesday, June 27th, 1961 
8.00 a.m. to 10.00 a.m. 


3. The Matter-Energy Complex. 
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THIRD SESSION 


Wednesday, June 28th, 1961 
8.00 a.m. to 10.00 a.m. 


4. The Atom and Subatomic Particles. 
Transmutation of Atoms. 


FOURTH SESSION 


Thursday, June 29th, 1961 
8.00 a.m. to 10.00 a.m. 


5. Energy Transformations and Transmutations 
and Their Application to the Basic Electrical 
Physics of X-Ray Machines. 
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REFRESHER COURSES — 1961 
THE FUNDAMENTALS OF X-RAY PHYSICS 


Instructor: S. A. Morton, M.D., Milwaukee, Wisconsin. 


S. Archibald Morton, 
M.D., was born in Halifax 
Nova Scotia, in 1901. 
graduated in Arts and 
Sciences and in Medicine 
from the local university 
and in 1927 entered Mayo 
in Rochester, Min 
He was a Fello 
in Radiology and late 
in the de 
The Universit rs 
of Minnesota conferred on him the degree of 


Clinic 
nesota. 
first assistant 


partment. 


in Radiology. 
Late in 193] 


QD 


Department of Radiology of 


waukee, and has been there ever since. He is 
professor and head of the Department of Radiology 
at the Medical School of Marquette University. He 
is a member of many local and national societies 
and is Counsellor of The Radiological Society for 
the State of Wisconsin. 


Dr. Morton has been interested in the problems « 
the technician for many years and is an honorary 
member of The Wisconsin Society of X--Ray Techni- 
cians. He has served as a Trustee of The American 
Registry of X-Ray Technicians, and is a past presi 
dent of that board. 


This year Dr. Morton will again present his student 
course twice each day so that the students may 
have more opportunity for individual attention. 


THE FUNDAMENTALS OF X-RAY PHYSICS 
INSTRUCTOR: S. A. MORTON, M.D. 


MONDAY, JUNE 26th-THURSDAY, 


JUNE 29th, 1961 
10.15 a.m. to 11.45 a.m. 


With a Duplicate Course in the Afternoon 
1.15 p.m. to 2.45 p.m. 


This course is designed primarily for student 
technicians or those who contemplate taking the 
Registry examination. 


The fundamentals of electricity and of the for- 
The various 
components of the x-ray machine, the tubes, the 


mation of matter are reviewed. 


transformers, the rectifiers, et cetera, are discussed 
in detail and the function of each explained. 


These are then combined into an x-ray machine 
and the relation of one piece of aparatus to an- 
other is demonstrated. | 


It is hoped that the persons taking this course 
will be able, at its completion, to follow the course 
of the electric current as it comes into the machine 


from the line, until it produces x-rays in the tube. 


Have X-Ray Tube -- Will Travel 


To carry a heavy x-ray tube to Montreal is out of the question. We would rather you 
leave your x-ray tube and your departmental problems behind you and meet your fellow 
technicians at the Queen Elizabeth Hotel in Montreal. 


It will be a memorable occasion, 


for here you will see at first hand how your Society functions. 


You will have the opportunity as a member to vote and participate in the business 


sessions on issues that directly affect you. 


If you have not sent in your hotel reservation card, do it now. 


You will enjoy the 


informative papers presented at the scientific sessions, the workshop and the hospitality 
that prevails throughout the days of the Convention. 
Remember the dates: June 24-29, Montreal. 


—DON ATKINS, R.T., 
Co-Chairman, Publicity. 
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Fourth International Convention, Montreal, June 24th-29th, 1961 


REFRESHER COURSE ENROLMENT FORM 


Please mail this form with $5.00 for a single course to Evelyn M. Forester, R.T., Registrar, 
The Wheeling Clinic, Wheeling, West Virginia, prior to June 10th. After June 10th blank and 
fees should be mailed to Miss Forester at The Queen Elizabeth Hotel, Montreal. 


Please indicate a first and second choice. Time permits only morning classes this year except 
Dr. Morton’s class for students. Students registering for this course please indicate preference 
for morning or afternoon. Non-registered and student technicians desiring to register in Dr. 


Morton’s class should add an additional fee of $2.00. Students who are registered only in Dr. 
Morton’s class should pay the fee of $2.00. 


Please make cheques payable to THE AMERICAN SOCIETY OF X-RAY TECH- 
NICIANS. 
1. PRINCIPLES OF RADIOGRAPHIC EXPOSURE. 
Ree Was Pee SL, See oe Bi es ee i ir ON hs 
ELECTRONIQUE, COURANTS ALTERNATIFS ET CIRCUITS DE BASE. 
B. A. Marchand, R.T., C.S.R.T. 
3. ANATOMY, PHYSIOLOGY, PATHOLOGY, AND RADIOLOGY OF 
THE ALIMENTARY TRACT 
Department of Radiology, Faculty of Medicine, McGill University. 
4. ANATOMY, PHYSIOLOGY, PATHOLOGY AND RADIOLOGY OF THE 
HEART AND LARGE VESSELS, AND THE URINARY TRACT. 
Department of Radiology, Faculty of Medicine, McGill University. 
5. BIOLOGICAL, PHYSICAL, AND ANATOMICAL ASPECTS OF 
RADIATION THERAPY. 
A. Nanette Plowman, S.R.N., M.S.R., R.T., C.S.R.T. 
6. A REVIEW OF SPECIAL AND TROUBLESOME PROCEDURES. 
Nicholas R. Barraco, R.T., A.S.X.T. 
7. FORMULATING X-RAY TECHNICS. 
Se: GR a ee eee A ee ee 
8. PERSONNEL MANAGEMENT FOR SUPERVISING X-RAY TECHNICIANS. 
James R. Feldman, R.T., A.S.X.T. 
9. X-RAY PHYSICS FOR THE REGISTERED TECHNICIAN. 
L. G. Idstrom, M.D. 































nN 






NOTE: Dr. Morton’s class for STUDENTS ONLY will be held each morning, Monday through 
Thursday, from 10.15 a.m. to 11.45 a.m., with a duplicate lecture in the afternoon from 1.15 p.m. to 
245 p.m. PLEASE INDICATE YOUR PREFERENCE FOR MORNING OR AFTER- 
NOON. 

THE FUNDAMENTALS OF X-RAY PHYSICS (STUDENTS ONLY). 

S. A. Morton, M.D. 











A CERTIFICATE WILL BE AWARDED FOLLOWING 
COMPLETION OF EACH COURSE 
PERFECT ATTENDANCE REQUIRED 
TARDINESS VOIDS PERFECT ATTENDANCE 
PROMPTNESS IN ALL CLASSES IS A MUST 


Prrrrrrrtrrrrrrrrrtrrrrrrri ti tt tte iii re 


Antenne nese eee n seen eee sees sees sense ee eee Ee eee e sesh EE eE eee SES OESEEEEEEE ESE SEEEORESORSET MEE TEESEOEEESEESESEESOSESES EES ESEESEESEEEESE ESSE EEOEES EEE SEES OSES SEESEEEES EES EESESEESEEE EERE SS 


ee ee ee eee seen eeee tenses aces eeeeee eee et eee esse eOSE ees SESS OOS ON ee eeeeeeeeee see eseSSeEOeEEeEEs HERE sees EeeeseeseESEEEEEEEEEESESESESESEESESEEEESEEESEEEEEEEES 





ATTENTION: Be sure that your address is complete and your name correctly spelled as you 
wish it to appear on your certificate. THIS IS VERY IMPORTANT. 
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REFRESHER COURSES - 1961 


OFFICERS 


C.S.R.T. A.S.X.T. 


PRESIDENT 

KATHERINE CREELMAN, R.T 
VICE-PRESIDENT 

G. A. WILKINSON, R.T 
SECRETARY-TREASURER 

Mrs. E I. Hooo. R.N., R.T 


PRESIDENT 

MARJORIE C. TOLAN. R.T 
PRESIDENT-ELECT 

WiteuR JAY HUSTON. R.T 
EXECUTIVE SECRETARY 

Genevieve J. Eert. R.T 


GENERAL CONVENTION CHAIRMAN 
G. ARCHIE WILKINSON, R.T 


CO-CHAIRMAN 
RUBYGRANT PENNELL. R.T 


INSTRUCTORS BOOKLET COMMITTEE ASSISTANTS 


ARTHUR W. Fucus. C.S.R.T 
A.S.X%.T 

BERNARD A. MARCHAND, R.T 
C.S.R.T. 

A. NANETTE PLOWMAN, R.T 
C.S.R.T 

MEMBERS OF FACULTY OF 

MEDICINE MCGILL UNIVERSITY 


NICHOLAS R. BARRACO, R.T 
A.S.X%.T 


JOHN B. CAHOON. R.T.. A.S.X.T 


ROSE AMANN. R.T.. A 
JANE MARTIN. R.T.. C 
ERNEST EDMONDS. R.T 
LESLIE Fox. R.T 

RUTH JAFFKE, R.T 
CATHARINE LARSON, R.T 
MARJORIE RANSOM. R.T 
ETHEL SULLIVAN. R.T 


OFFICIAL SCRIBE 


SISTER MARY AGNESIA. R.T 


JAMES R. FELDMAN, R.T., A.S.X.T.PROPERTIES CHAIRMEN 


L. G. lostrom, M.D. 
S. A. MORTON, M.D. 


REGISTRARS 


EVELYN M. FORESTER, R.T., 
A.S.X%.T 

MARY AMM, R.T.. C.S.R.T 

CeciLe Desy, R.T. 

REV. SISTER CLAUDE ANTOINE, 
R.T. 

MARNA REED, R.T. 

HILDA G. HAINES, R.T. 

HELEN ANN MANSOR, R.T. 

JANE C. PATE, R.T. 

ALICE STEVENSON, R.T. 


ROBERT HINOLE. R.T 
ROBERT J. VENNIE. R.T 


ADVISOR 
MEREDITH G. Lewis, R.T 


C.S.R.T. CO-ORDINATOR 
GORDON GREENFIELD. R.T. 


A.S.X.T. CO-ORDINATOR 
MarRY E. ADKINS. R.T. 


EXHIBITORS 


RUTH MCMILLAN, R.T. 
GERTRUDE R. PEARSON, R.T. 


LeRoY F. ALBRECHT. R.T 
ETHEL M. BITTNER. R.T 
GLADYS CassiDy. R.T 
Sister M. EDGAR, R.T 
Jacos ENNS(ENNS). R.T 
FRANCIS F. GENHARD. R.T 
JOAN M. GRIFFITHS, R.T 
N. E. Liowxie, R.T 

Lise Le TARTE. R.T 
HELENE MOOQUIN, R.T 
KATHERINE Pitre, R.T 
JOHN A. ROGERS. R.T 
MINNIE STESK!, R.T 
EONA B. WANKE, R.T 
CYNTHIA KENNEDY 
MAUREEN O'BRIEN 
LORRAINE BERGER. R.T 
E. MARGARET BOLSTER. R.T 
RITA DINNER, R.T. 

RuTH Durrey, R.T 
MARTHA GARBER, R.T 
MARGARET K. Goodwin, R.T. 
CAROL G. HARLOW. R.T 
THOMAS LEENY. R.T. 

B. A. MAITLAND. R.T 
AGNES MUIRHEAD. R.T 
PAUL POITRAS,. R.T. 

ANN E. STONE, R.T. 
ROGER F. TURRILL. R.T 
CEDRIC WILSON, R.T. 
ROSE LONN 


SISTERS’ HOUSING 


It will be a pleasure for me to welcome the Sisters of the American Society of X-Ray 
Technicians and C.S.R.T. for the Third International Convention to be held in Montreal 


in June, 1961. 


Montreal possesses many religious orders with different fields of activities which I 


think will be of interest to the participant. 


this particular Convention. 


I hope that many Sisters will be able to attend 
Many religious houses will consider it a privilege to accom- 


modate the Sister Technicians. For those who prefer hotel accommodation, we have made 
special arrangements with the hotel manager. 


May I mention that reservations must be made as soon as possible. 


our city. 


Welcome to 


—SR. JUDITH-MARIE, F.D.LS., R.T., C.S.R.T., 


Chairman, Sisters’ Housing Committee. 


25th ANNUAL CONVENTION, CANADIAN SOCIETY OF 
LABORATORY TECHNOLOGISTS 
Royal Alexandra Hotel, Winnipeg, June 12th-16th, 1961 
A cordial invitation is extended to members of the C.S.R.T. to attend. 
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Tout membre de la Société Canadienne des 
Techniciens en Radiologie, étant en régle avec 
la dite Société au temps de la demande d’un 
permis pour un exhibit, pourra étre admis 4 
présenter des radiographies en exposition a 
l'exception des membres suivants: 


1. Les officiers et les membres des Comités 
de la Convention ne peuvent prendre part a4 ce 
concours, c’est-a-dire: Président, Vice-Prési- 
dent, Secrétaire-Trésoriers, membres du Comité 
des Directeurs, Juges des concours, membres du 
Comité des Exhibits, membres du Comité de 
Education. 


2. Les membres de la C.S.R.T. qui sont a 
l'emploi des maisons de commerce, soit dans 
lusine, soit dans la vente de l’équipement des 
rayons x ou de ses accessoires, ne sont pas 
éligibles 4 ce concours. 


ESPACE ET PRESENTATION DU MA- 
TERIEL—Les demandes pour un espace d’ex- 
hibits doivent étre envoyées au Comité des 
Exhibits de la Convention au moins soixante 
jours (60) avant la date de l’ouverture de la 
Convention. Le titre et une bréve description 
du matériel exposé doivent étre soumis en méme 
temps que la demande de l’espace a réserver. 
Ce matériel doit étre préparé de maniére 4 étre 
exhibé d’une maniére satisfaisante sur un néga- 
toscope 14x17 et sera limité 4 8 de ces illumina- 
teurs. Il devra étre transparent, y suppléant au 
besoin par une charte ou une légende. Ni 
crochet, ni colle, ni clou, sera employé 4a la sur- 
face des boites. Le coiit de la réparation du 
matériel exposé sera a la charge de |’exhibiteur. 






TEMPS—L exhibition scientifique sera ou- 
verte officiellement 4 midi (12.00 p.m.) le 
premier jour de la Convention et sera close 4 


midi du dernier jour. 


INSTALLATION & ENLEVEMENT — 
Chaque exhibiteur placera en montre son ma- 
tériel 4 exposer sous la surveillance et avec 
Passistance du Comité des Exhibits. Un expo- 
sant qui ne pourra pas faire ce travail lui-méme 
pourra se faire remplacer par un délégué, mais 
pas par un membre du Comité. L installation 
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REGLES & REGULATIONS SCIENTIFIQUES DES EXHIBITS 





devra commencer le jour précédant |’ouverture 
officielle de Assemblée annuelle et devra étre 
terminée 4 midi de ce jour d’ouverture. L’exhi- 
bition doit rester intacte jusqu’a midi du jour de 
la cléture de la Convention et devra remisée 
vers 6 p.m. de ce méme jour. 

Le matériel doit étre exhibé au nom d’un tech- 


nicien en régle avec la C.S.R.T. Le nom de 
Vh6pital, de linstitution ou de la clinique peut 
apparaitre comme une partie de l’adresse. 


RESPONSABILITE—Il est entendu que 
lexposant assume la responsabilité de son ma- 
tériel et que la C.S.R.T. prendra toutes les 
précautions convenables pour assurer une sireté 
raisonnable durant la pariode de |’exhibition. 


SUJET DU MATERIEL EXPOSE—Le 
sujet de l’exhibit sera au choix de |’exposant. Il 
doit, cependant, consister en radiographies qui 
pourront étre expliquées par charte, légende, 
photographie, etc., jugé nécessaire pour |’inter- 
prétation de l’exhibit. On devrait choisir de 
préférence un sujet plutét original et rare d’in- 
térét général et d’une. valeur scientifique utile 
aux techniciens, tout en maintenant |’excellence 
de la technique. 


Les exhibits soumis 4 la considération des 
juges ne doivent pas avoir déjé été exposés 
antérieurement dans une Assemblée Annuelle de 
la C.S.R.T. 


Les manuscrits ou les illustrations ne seront 
pas admis en compétition. 


Les exposants doivent enlever ou bloquer les 
marqueurs sur les radiographies, de maniére a 
ce que l’identification du malade soit impossible. 


SELECTION DES JUGES—Trois juges 
devront étre choisis par le Président de la C.S.- 
R.T. avec l’assentiment du Comité des Direc- 
teurs, au moins 30 jours avant l’ouverture de 
l’Assemblée annuelle. Ces juges seront connus 
seulement de ce dit Comité des Directeurs, et 
seront responsables au Président; leur décision 
sera finale. 


PRESENTATION DES JUGEMENTS— 
Les jugements seront présentés par le Prési- 
dent de la Convention 4 un temps approprié 
durant la Convention annuelle. 
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RESERVATION — EXHIBITS 


Président du Comité des Exhibits: 

R. Radford, M.S.R., R.T., 

Département de Radiologie, H6pital Général, 
1650, Cedar avenue, 

Montréal, Québec. 


Monsieur Radford: 


Je désire présenter en exhibit des radiographies et je requiers une réservation de l’espace .... 


iene ilies sha sok ies caohicinstsetcaenl Grandeur des radiographies 


UNO NID os 5 coscesceoscensnapsnspronevonpiictoncsnaiishesginoeewbvesbenseonbcuseedeneie Sak Sus Beictnnas tales LEI ee 
J’enverrai mes radiographies marquées, numérotées, et MontéeS Par ..............cccccecescececcececescsceneaees 1961. 
Je désire soumettre un exhibit d’un “hobby” Description .................ccccccccsccsssessescsscscesesesenscssescensacecscencncnsees 
J'ai lu et comprends entiérement les régles et régulations concernant les exhibits scientifiques. 








THE THIRD INTERNATIONAL CONVENTION OF X-RAY TECHNICIANS 
HOTEL RESERVATION REQUEST 


THE QUEEN ELIZABETH HOTEL ROOMS DIVISION MANAGER 


900 DORCHESTER STREET WEST, MONTREAL, QUEBEC, 
PLEAGEH  —«—s$es ewes Single ..... eee: ae Suite UU cs+ | (ccquscucaved 
RESERVE (If rocm requested is unavailable, the nearest available rate will be reserved) 


RESERVATIONS WILL BE HELD UNTIL 6 P.M., UNLESS A LATER HOUR IS SPECIFIED 


Arrival Date ..... +4 ncn agedenehe du Oh 568d bass ineeko ween I si eaten ind O',. ui aas P.M. 
Departure Date ; ies icdbsecees Odkhatees : GU sacs 4s aé Oe “one es e P.M 
Will arrive by:— Train - ee eee POD. 68505 DUD c<cics a 
Please confirm to:— 
A ee et ee ee ee ee a Spee pe | 
a ale a SE 0:5: Luke euch en nae State or Province 
See sieve: Fos She eweecuduwewepere. 

hin PON ce T AR An p ce sen cede cahscontcne oebuenetl GA adadeca State or Province .......... 
Single Bedroom (One) . §$ 9.00 $10.00 $11.00 $12.00 $13.00 $20.00 
Double Bedroom (Two) sneha 13.00 14.00 15.00 16.00 20.00 
Twin Bedroom (Two) ’ ‘ 14.00 15.00 16.00 17.00 18.00 20.00 
Studio Twin Bedroom (Two) 13.00 14.00 15.00 16.00 16.50 17.00 $18.00 
Two Room Suite ...... : 27.00 29.99 32.00 33.00 35.00 36.00 40.00 

Parlour and Bedroom and up 
Three Room Suite — Parlour and 

ee 51.00 56.00 70.00 
Executive Suite — Parlour, Dining 

Room and Two Bedrooms .... 86.00 90.00 110.00 
Family Type — Studio Twin and Bunk Beds — No charge for children 14 years of age and under. 

For One: $10.00 . For Two: $14.00. For Three: $18.00. For Four: $22.00. 
Portable bed available for additional person at $4.00 per day. 
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RADIOLOGIST HONOURED 


Dr. E. A, Petrie of Saint John, N.B., has been 
appointed to the board of chancellors of the 
American College of Radiology. Director of 
the x-ray department of St. Joseph’s Hospital, 
Saint John, Dr. Petrie is a past president of the 
Canadian Association of Radiologists and is a 
director of the Canadian Society of Radiological 
Technicians. 


We regret that two misprints occurred in the 
article “Aspects and Trends in Radiography” in 
Issue 71. The correct spelling of the name of 
the author is Waldemar Pukulik, and on page 
130, fifth paragraph, the text should read “—in 
the range up to 100 KvP an increase in kilo- 
voltage of about 20% (with screens) means a 
50% decrease in exposure time.” Not “2%” as 
printed. 


We congratulate The American Registry of 
X-Ray Technicians on acquiring a brand new 
home especially designed for its use. The 
building, of modern single storey design in 
brick and redwood, contains 3,600 sq. feet with 
room for future expansion. In sixteen years 
the Registry will own the building at a monthly 
cost less than the rental formerly paid for 
smaller premises. 


From the Editor’s Notebook 


NOVEMBER, 1960, C.S.R.T. 
EXAMINATIONS 


We regret that the two following names were 
not included in the list of successful candidates 
published in Issue 73: 


J. ELEANOR BOLLEN (Registered in 
Therapy). 


BEVERLEY CAROLYN JOHNSON 
(Registered in Radiography). 
C.S.R.T. MEMBERS BY RECIPROCITY 


From the British Society of Radiographers: 
DAVINA ISABELLA DUNBAR, R.T.(R). 
JOHN HAYDN BRADSHAW, R.T.(R). 


From the Australasian Institute of Radiography: 
BARBARA ANNE WINKLEY, R.T.(T). 
From the American Registry of X-Ray Tech- 

nicians: 
KAREN ANN GLASSFORD, R.T.(R). 
MRS. MARIE M. BOECHLER, R.T.(R). 
PAUL E. ECKENROTH, JR., R.T.(R). 








LET US HAVE YOUR PERMANENT ADDRESS 


In future The Focal Spot will be distributed by a commercial mailing agency which we hope will 
give quicker delivery and also relieve of an arduous task the members who have hitherto looked 


after the distribution. 


It is ESSENTIAL that members notify the Distribution Co-ordinator, Mrs. Gladys Cassidy, 


promptly of CHANGE OF ADDRESS. 
OTHERWISE. Use form below: 


WE CANNOT GUARANTEE DELIVERY 





Mrs. Gladys Cassidy, R.N., R.T., 35 36th Street, Long Branch, New Toronto, Ontario. 


Old Address 


BUIIII coik otha ncietinascateaibeccatati eats eeidgdte dere cciane aad 
SEO GAN BW OMNI caccleciccnhcalctsnecsecsieccctbeicebadacbsteibd 
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SI cinco chiara iad stanton taeliobasiaelcaeae 
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1961 Convention News 


“IT’S JUNE IN JANUARY” 

Yes! It is June in January, at least it is January as I sit here writing this message but June 
is uppermost in my mind. As a matter of fact, it has been June for some months now, because 
no matter what month it has been, we have been thinking of June, 1961. We hope that you too 
have been thinking about June, 1961, and that you have been making plans to come to Montreal 
just as we have been making plans to welcome you here. 

The months are rushing by very quickly and before we know it, June will be here. Gone will 
be the snow and ice and cold that surrounds Montreal to-day. Gone will be the time so necessary 
to plan for the Convention. Instead, the zero weather will be replaced by the warmth of summer, 
and indeed, we hope the cold sweat of planning will be gone also, replaced by the warmth of fellow- 
ship and enjoyment of a successful Third International Convention. 

We hope that you will not give this plea “the cold shoulder” treatment, Accept it warmly, 
as indeed, it is warmly made. Act now and plan to come to Montreal this June. 

“Come to learn, to have fun, 
Come to Montreal in sixty-one” 
With warm regards to all. 
—G. A. WILKINSON, R.T., 
General Chairman. 


Calling All Exhibitors! 


“HEAR ALL — SEE ALL” 

In Yorkshire, England, there is a saying— 

“Hear all, see all, say nowt. If you do anything for anybody, do it for yourself.” 

Now, I hope you will hear all and see all wh-n you come to the Convention in Montreal. But, 
I do hope you will not say “nowt” or do anything “except for yourself.” 

Not everybody is able to write a good essay, but where is the technician who will admit that 
he or she cannot turn out good films? 

We have yet quite an amount of EXHIBIT space. Plenty to spare, therefore, let us have your 
contributions. Let us at least have one exhibit from each and every Provincial Society. 

Say it with films, and you will be doing som >thing for everybody! 

—REX RADFORD, M.S.R., S.N.R., 
Chairman, Exhibit Committee. 


Hospitality Committee 


The Hospitality Committee, headed by Wilma J. Hicks, A.S.X.T., and Edwina Boa, C.S.R.T., 
are busy planning ways to be of the most help to delegates attending the Third International 
Convention. 

A member of the Committee will always be present during the day, and we hope that you will 
use this corner as a centre for leaving messages, meeting your friends, or getting information about 
what to do or where to go. 

Montreal is famous for her restaurants, so sample menus will be available to whet your 
appetite. The Convention hotel is right in the heart of the shopping section, and information on 
the various stores will be handy. 

We look forward to meeting you, and of being of assistance to you in many ways. 








THIRD INTERNATIONAL CONVENTION OF X-RAY TECHNICIANS 
ADVANCE WORKSHOP ENROLLMENT 
Workshop is to be held Saturday, June 24, 1961, at 9.00 a.m. at the Queen Elizabeth 
Hotel, Montreal, Quebec, Canada, in conjunction with the Third International Convention. 


You will assist us greatly by registering in advance. Mail application promptly with your 
fee of $3.00, to Cleo T. Sterne, R.T., Southern Clinic, 401 E. Fifth, Texarkana, Arkansas. 
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ONTARIO SOCIETY OF 
RADIOLOGICAL TECHNICIANS 








PLACEMENT BUREAU 
MRS. MARY F. CAMERON, R.T. 
318 Shoreview Ave. 
Aldershot, Burlington, Ont. 


Radiologists and Technicians are 
invited to use this service. 








EASTERN SECTION 

A meeting of the Eastern Section of the 
Ontario Society of Radiological Technicians 
was held Wednesday, November 30th, in the 
Jeanne Mance Residence at Hotel Dieu Hospi- 
tal in Kingston, with a good attendance. 

One of the most entertaining speakers this 
Section has heard was Miss Rosemary Gaudet, 
student member at Hotel Dieu. Her paper was 
entitled “The Life of a Student Technician,” 
and it certainly revived some humorous mem- 
ories for all present of the trials of learning. 

Dr. Bruce T. Colwell, radiologist at Hotel 
Dieu Hospital, was the guest speaker of the 
evening. Dr. Colwell’s topic was “Constructive 
Criticism” and he spoke of the qualities which 
make a good x-ray technician. He illustrated 
how constructive criticism can lead to the at- 
tainment of these qualities, and showed how this 
type of criticism is actually good advice. His 
remarks were pointed up with an exhibit of 
films on which some common mistakes were 
made. Dr. Colwell concluded his talk with a 
quotation from Coleridge, “Advice is like snow; 
the softer it falls, the longer it dwells upon and 
the deeper it sinks into the mind.” 

It was agreed to hold the next meeting at the 
Kingston General Hospital in the second week 
in January. 

Mr. Flanagan, of Kingston General Hospital, 
was called upon by Sister Rodriquez to discuss 
the work of the joint committee of radiologists 
and technicians, of which Mr. Flanagan is a 
member. There are two main items now under 
consideration, Mr. Flanagan said, these being 
the educational standards, and the proposed 
legislation now being considered by the Minister 
of Health. 

The meeting was then adjourned as moved by 
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Mrs. Blanche Kennedy and seconded by Miss 
Carole Pringle. 
Refreshments were served, bringing to a con- 
clusion a most enjoyable evening. 
—(Mrs.) ANNE SHERLOCK, R.T., 
Section Secretary. 


NORTHERN SECTION 


On Saturday, November 26th, 1960, a meeting 
of the Northern Section was held at the General 
Hospital, Sudbury. 

Mr. Gerald Durette, Chairman, welcomed the 
twenty-five members present. Then the minutes 
of the previous meeting were read by the 
Secretary. 

The first speaker of the evening was intro- 
duced by Mr. Durette. Dr. Rheal Michaud, 
surgeon, of Sudbury, spoke on bronchographic 
examinations. He stressed the importance of 
cleaning out the bronchi by means of broncho- 
scopy and the cases where bronchograms should 
be done; also what should be done for the 
patient, depending upon the gravity of the 
disease. He mentioned the contrast media used 
and showed a few radiographs illustrating nor- 
mal and abnormal bronchial trees. Dr. Michaud 
was most informative on a subject which often 
puzzles technicians. 

The second speaker, Miss Carita Murphy, 
R.T., of Sudbury, was very interesting in her 
talk about patient and technician relationship. 
She emphasized some points which technicians 
should remember when dealing with children. 

During the business session of the meeting, 
Mr. Durette mentioned that the fees of the 
O.S.R. for the year 1961 were now due. He 
passed on to the group the invitation received 
from Mr. Minorgan, to hold our summer meet- 
ing in Parry Sound on May 27th, 1961; Miss 
Dinner reminded the Section that the O.S.R. 
Annual Meeting was also to be held on the same 
date in Toronto. This matter is being con- 
sidered and the decision will be made at the 
next meeting which will be held on Saturday, 
April 8th, at the Civic Hospital in North Bay. 
Two papers are being arranged. 

Mr. Griffin brought to the attention of the 
technicians the notice appearing in The Focal 
Spot, No. 4, 1960, concerning what technicians 
should do if giving up radiography. 

Mr. Durette read the letter received from 
Miss Mary Cameron in relation to the legisla- 
tion of our Society. Then the meeting was 
adjourned and a delicious lunch was served by 
the Sisters of the Hospital. 

—TRUDY MARTINEAU, R.T., 
Secretary-Treasurer. 
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NEWS ITEMS FROM THE PROVINCES 


EASTERN SECTION 
(KINGSTON) 


A meeting of the Eastern Section was held 
Wednesday, January 11th, at the nurses’ resi- 
dence of the Kingston General Hospital, Kings- 
ton. There were forty-three members in 
attendance. 


The meeting was called to order by Rev. 
Sister Mary Rodriquez, Chairman, and the min- 
utes of the last meeting were read and approved. 
The financial statement was read. 


Sister Mary Rodriquez then called on Miss 
Marguerite Bolster for a report on the meeting 
of the graduation committee held in Brockville 
the previous week. The graduation will be held 
February 11th at Etherington Hall in Kingston. 


An address will be given by Dean Ettinger. 
Miss Carol Milne, R.T., of Kingston General 
Hospital, spoke on “Radiography of the 
Mandible” and showed several interesting films. 


Mr. John Flanagan, R.T., also of Kingston 
General Hospital, was the guest speaker and his 
subject was “Simultaneous Biplane Cerebral 
Angiography.” This was most interesting and 
was highlighted by slides and films of the actual 
procedure. Following adjournment, luncheon 
was served in the new cafeteria. 


The next meeting will be held the first week 
in March at the Belleville General Hospital. 


—ANNE SHERLOCK, R.T., 
Focal Spot Representative. 











NOVA SCOTIA DIVISION, C.S.R.T. 


HALIFAX BRANCH 


The regular monthly meetings of the Halifax 
Branch of the Nova Scotia Society of Radio- 
logical Technicians were resumed after the sum- 
mer recess, on September 7th, 1960. Subsequent 
monthly meetings have been held on the first 
Wednesday of each month. 


The September meeting was held at the Hali- 
fax Infirmary. New officers of the Branch 
were elected. A list appears elsewhere in this 
issue. An interesting report on the C.S.R.T. 
Annual Meeting in Edmonton was given by our 
delegate, Miss Nancy Chisholm. Enjoyable 
refreshments were served by the hospital staff. 


The October meeting was held at the Child- 
ren’s Hospital, Halifax. After routine business 
was dealt with, the group enjoyed a highly 
informative and educational presentation in the 
form of slides with commentary by Mr. B. W. 
R. Lyon, provincial manager of General Electric 
X-Ray Corporation, showing damage to x-ray 
tubes and the varying effect of different kinds 
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of misuse, Delightful refreshments were served 
by the hospital staff. 


N.S. GOVERNMENT PASSES 
LEGISLATION ON USE OF 
RADIOACTIVE DEVICES 


The November meeting was held at Camp 
Hill (D.V.A.) Hospital, Halifax. The business 
part of the meeting was kept to a minimum. 


A matter of considerable national interest was 
brought to the attention of the meeting. En- 
abling legislation has recently been passed by 
the Nova Scotia Legislature and is now law, 
authorizing the Governor-in-Council, on the 
recommendation of the Minister of Public 
Health to make general regulations for the use 
of x-rays in the Province, Resultant regulations 
are as follows: Registration of all ionizing de- 
vices other than those utilizing radioisotopes; 
registration of all persons operating, controlling, 
or responsible for the operation of ionizing de- 
vices; prohibition of shoe fitting fluoroscopes. 
Other regulations will no doubt be made when 
their need is recognized. 


After the business meeting we were privileged 
to have Dr. C. M. Harlow, Director of Labora- 
tories at Camp Hill, give an address, using a 
large scale sectional model and inter-relating 
the various organs and their functions. Dr. 
Harlow made a considerable impression on his 
audience by his forceful remarks about man’s 
apparent dedication to self-destruction. The 
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nuclear bomb is devastating, but so are people’s 
eating habits. 

Although the refreshments were excellent 
some felt just a little guilty about eating, but 
at least two people had their appetites stimu- 
lated. 


LOW, MEDIUM AND HIGH KVP 
COMPARISONS 


The December meeting was held at the Cana- 
dian Forces Hospital, H.M.C.S. Stadacona. 
Aside from the business meeting the programme 
of interest was a film demonstration on a num- 
ber of I.V.P.’s. Those present at the meeting 
participated in the criticism of the specimens on 
display. It was agreed that all of the films 
were reasonably good diagnostically and that no 
really serious criticism could be levelled at any 
of them. Only after considerable discussion, 
with attending stimulation of interest, was the 
fact made known that the films in question rep- 
resented a wide variation of technical factors. 
Some had been done at low KVP and high 
MAS (greater radiation to the patient). Some 
at the medium range, and others at high KVP 
and Ion MAS (least radiation to the patient). 
It is felt that this demonstration made the 
intended impression on those still able to be 
impressed, 


SALARY SCALE 


Between meetings the entire executive of the 
N.S.S.R.T. assembled for four evening long 
sessions, to “beat out” a workable, comprehen- 
sive, and more or less complete salary schedule 
and personnel policy for submission to the mem- 
bership for approval. When approved by the 
membership it is our intention to make copies 
of these recommendations available to: 

1. Every member of the N.S.S.R.T. 

2. Every hospital superintendent. 

3. Every radiologist in the province. 

4. The Nova Scotia Hospital Association. 

5. The Nova Scotia Civil Service. 
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. The Nova Scotia Hospital Insurance 
Commission. 
Considerable improvement in salaries for 


technicians has been achieved in the past few 
years. Further increases are anticipated, 
especially in the more senior categories and cer- 
tain intermediate ones. 


We hear that the Cape Breton Branch will 
be host for the Nineteenth Annual Meeting. 
More about this later. 

—ROBERT M. PETERS, R.T., 
Focal Spot Representative. 
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CAPE BRETON BRANCH 


The meeting of the Cape Breton Branch of 
the N.S.S.R.T. was held at St. Joseph’s Hospi- 
tal, Glace Bay, N.S., at 8.00 p.m., November 
25th, 1960. 

Twenty-three members were present. In the 
absence of Miss Jackson, President, Mr. Mur- 
dock MacLean acted as Chairman; and in the 
absence of Mrs. Shirley MacIntyre, Secretary, 
Sister Florence Annette acted as Secretary. 

A new slate of officers was drawn up, 
nominations as follows: 

President—Miss Julie O’Connell, St. Elizabeth 
Hospital. 

Vice-President—Miss Agnes MacLeod, Har- 
bour View Hospital. 

Secretary-Treasurer — Miss Marguerite 
Leonais, St. Elizabeth Hospital. 

Focal Spot Representative—Sister M. Roberta, 
St. Joseph’s Hospital. 

It was regularly moved by Sister M. Roberta, 
seconded by Mrs. Ada O’Callaghan, that the 
unanimously nominated President and Secretary 
be notified and asked if they will accept the 
appointments. Miss Agnes MacLeod agreed to 
act as Vice-President, and Sister M. Roberta as 
Focal Spot Representative. 

Plans for the Annual Meeting to be held in 
Sydney next year were discussed. Committees 
were drawn up and are as follows: 

General Chairman—Dr. H. R. Corbett. 


Financial Committee—Sister M. Roberta and 
Staff, St. Joseph’s Hospital. 

Housing Committee—Sister Florence Annette 
and Staff, St. Rita Hospital. 

Programme and Entertainment Committee— 
Each hospital to submit suggestions to Dr. H. 
R. Corbett, and then a final programme will be 
drawn up. The Halifax Branch will give assist- 
ance to one day on this programme. 

Transportation Committee — Gerald Walsh, 
Jimmy Best, Clint Hatfield, Harold Ross, 
William Sheppard, Daniel Wilcox. 

A resolution was passed that a list of regis- 
tered technicians and students in the area be 
drawn up. It was suggested that each chief 
technician bring in a list of their registered tech- 
nicians and students. 

No other new business was discussed. 

It was moved by Jimmy Best that the meeting 
be adjourned. After the meeting a delicious 
lunch was served by the hospital staff. 

—SISTER M. ROBERTA, R.T., 
Focal Spot Representative. 
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QUEBEC SOCIETY 
OF X-RAY TECHNICIANS 


A general meeting of the Quebec Society was 
held at the Queen Mary Veterans’ Hospital on 
December 3rd, 1960. 


Don Fisk introduced Dr. Marc Girard, 
radiologist at that hospital, and after welcoming 
us, Dr. Girard spoke in French on “Radio- 
activity.” Two films were shown—one in 
French and one in English—dealing with this 
subject. 


We were privileged to have Albert Cheffins 
repeat the “Welch Memorial Lecture” for the 
benefit of those who had been unable to hear 
it in Edmonton last summer. Our Society feels 
greatly honoured that one of our members was 
chosen to deliver this lecture and we feel that 
Albert did justice to the occasion. A lot of 
research went into the preparation of this sub- 
ject and all of us learned a great deal about the 
origin of hospitals and the early care of the sick. 


Sr. Judith Marie, our President, gave a 
resumé of this lecture in French, for the benefit 
of French-speaking members. Miss J. Caron 
thanked Mr. Cheffins for letting us share in this 
lecture. 


After a short business meeting, we were in- 
vited by Don Fisk to visit the X-Ray Depart- 
ment and see the new equipment there. 


Rosina McHardy, who left the staff of the 
Montreal General Hospital last spring, is now 
working at Johns Hopkins Hospital in Balti- 
more, Maryland. We hear she is enjoying the 
south, but we do hope she will return to 
Montreal before too long. 


—EDWINA BOA, R.N., R.T., 
Focal Spot Representative. 


LA SOCIETE DES TECHNICIENS EN 
RAYONS X DE LA PROVINCE DE 
QUEBEC 
Samedi le 3 décembre, 1960, se tenait A 
Hopital de la Reine Marie de Montréal, la 
deuxiéme assemblée générale de la Société des 
Techniciens en Rayons X de la Province de 

Québec. 

L’assemblée débuta 4 2 hres 30 p.m. sous la 
présidence de Soeur Judith-Marie, r.t. Celle-ci 
remercia les autorités de l’Hopital ainsi que M. 
Fisk pour leur cordiale hospitalité. 

M. Fisk présenta ensuite le premier confé- 
rencier en la personne du Dr Marc Girard, 
radiologiste. A l’aide de deux films dont l'un 
sur lélectricité et l’autre sur l’atome, le Dr 
Girard nous expliqua les isotopes et leur réle 
dans la radioactivité. Sujet trés instructif et des 
plus intéressant. 

Vint ensuite la traduction en francais du 
“Welch Memorial Lecture” présenté par M. 
Cheffins lors de la Convention d’Edmonton. Ce 
travail lui a remporté le trophée du méme nom. 
M. Cheffins se chargea lui-méme de la partition 
anglaise. Ce texte parut dans le dernier numéro 
du Focal Spot. 

Suivit la lecture des derniéres minutes de 
Assemblée générale, par la sécrétaire Mlle 
Caron. Accepté par Soeur Carrier et secondé 
par M. Pavlin. 

En fin d’assemblée M. Wilkinson nous parla 
du bill. Celui-ci a été présenté a la chambre 
Législative de Québec et porte le nom de “bill 
177.” Nous avons un grand espoir que le bill 
passe cette fois nous dit M. Wilkinson. II sera 
présenté vers la mi-janvier. 


CARNET MONDAIN 

Félicitations aux nouvelles fiancées: 

Hopital Sainte-Justine: Mlle Louisette Ang- 
rignon, r.t., et M. Camille Baillargeon; Mlle 
Jacqueline Caron, r.t., sécrétaire Q.S.X.T., et 
M. Jean Guy-Dion. 

Hopital Notre-Dame: Mlle Louise Brousseau, 
r.t., et M. Michel Proulx. 

Mess meilleurs voeux les accompagnent. 


—CLAIRE LEBLANC, R.T., 
Représentante du Focal Spot. 








SEND IN YOUR DUES NOW AND GET THE BONUS 


OF REGISTRY LISTING (March 15th Deadline) 
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SASKATCHEWAN SOCIETY 
OF X-RAY TECHNICIANS 


PLACEMENT BUREAU 


MR. C. B. JOHNSTON, R.T. 
University Hospital 


Saskatoon, Sask. 
Radiologists and Technicians are 
invited to use this service 





SASKATOON BRANCH 


The September meeting of our Branch was a 
supper meeting at the University Hospital, at 
which time a new slate of officers was elected, 
who already have shown much enthusiasm in 
getting things done. The following were 
elected: 


Chairman—Charles B. Johnson, R.T. 
Vice-Chairman—Wilf Klassen, R.T. 


Secretary-Treasurer—Diane Snaith R.T. (re- 
elected). 


Those chosen to look after the programme 
were Ione Holmes, Eva Gervais and Phyllis 
Uchman. The Social Committee consists of 
Allan Bibbey, Bill Attridge and John Roberts. 


Many good talks have been given at the 
monthly meetings by students and R.T.’s. 
Peggy Godley spoke on Spine Radiography; 
James Ashbaugh, on the Darkroom; Pearl 
Owens on “The Quality of Radiographs”; Pat 
Maloney, “Filtration and Wedge Filters”. 
These talks are judged by a committee of 
Phyllis Uchman, Gloria Carberry and Wilf 
Hildebrand, and an award will be given to both 
R.T. and student at the end of the year for the 
best paper in each class. 


Other highlights on the programmes have 
been: 
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1. “Relationship of 


X-Rays and Ortho- 
pedics,” given by Dr. Robertson. 


2. “An Outline of the Civil Defence ‘Set-Up’ 
in Saskatoon,” by the Director, Mr. Dennis 
Fusedale. 


3. Two films on Atomic Radiation shown by 
Mr. Marvin Wince, Westinghouse representa- 
tive. 


SASKATOON GRADUATION 





Here are members of the 1960 graduating class of 
radiographic students shown with radiologists from the 
three city hospitals. Back row, Dr. A. B. MacDonell, 
City; Dr. E. Spencer, University; Dr. A. Becker, St. 
Paul’s. Second row, Robert Dill, St. Paul's; James Ash- 
bough, University; Allen Bibby, University. Front row, 
Vivianne LaBrecque, St. Paul's; Diane Snaith, City; 
Barbara Clark, City Hospital. 


An enjoyable Christmas party was held which 
included a turkey dinner with all the trimmings, 
and an entertaining programme put on by the 
members. Wilf Hildebrand led the Carol Sing- 
ing. All the members who attended the con- 
vention in Edmonton are still talking about the 
wonderful time they had and plans are going 
ahead for the 1961 convention to be held in 
Saskatchewan with the Fellowship Course to be 
held in Saskatoon. Paul Strelioff is the com- 
Bill Rauliuk has also 


been busy on our behalf, studying Rules and 


mittee member in charge. 


Regulations for Awards on papers given and 
attending Saskatchewan Hospitals Association 
Convention. 


Congratulations to the new R.T.’s: Diane 
Snaith, Robert Dill, Allan Bibbey and James 
Ashbaugh. 
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Looking ahead for the highlights for the re- 
mainder of the season: Curling is the next 
thing, with the Northern playoffs to be held in 
Rosthern on February 12th and the Provincial 
playoffs on March 6th in Moose Jaw. The local 
committee in charge is Dennis Bushey, Allan 
Bibbey and John Roberts. 


A reminder to our absentee friends: We meet 
first Tuesday in the month, rotating the hospi- 
tals. The fees are $5.00 for R.T.’s, $3.00 for 
second year students, and $2.00 for first year 
students. 


Mrs. Gloria Carberry has relinquished her 
position as Focal Spot representative to me, I 
hope I can live up to the standard that Gloria 
has set. 


—(Mrs.) CONNIE OWEN-JONES, R.T., 
Focal Spot Representative. 


PRINCE ALBERT BRANCH 


Our feelings at the P.A. Branch of the 
S.S.X.T. have been somewhat mixed lately. 


At the end of November, 1960, Miss Joyce 
Bibby left Dr. Ho’s office to take a position in 
Weyburn. We certainly hope Joyce likes her 
new job. Replacing Joyce is Miss Ila Weaver, 
R.T., who completed her training at the Holy 
Family Hospital this Fall. 


Sister Christella has departed for Saint John, 
N.B. Replacing her at the Holy Family Hos- 
pital is Sister Marian. 


Lately we’ve noticed that Miss Joan Meeds, 
R.T., and Miss Beatrice Blondeau, R.T., have 
been walking around with their left arms prac- 
tically dragging the floor. Guess those spark- 
lers sure are heavy. Congratulations on your 
engagements, girls! 


Departures — rings — and now comes the 
changing of a surname. Yes, Miss Shirley 
Spencar, R.T., has said “I do” on November 
19th, 1960, and is now known as Mrs. Garnet 
Brown. Congratulations, Shirley! 


Perhaps the two students who were success- 
ful in the R.T. exams this fall think we have 
forgotten about them. Well, we have not. 
Congratulations are extended to Mr. Sidney 
Mitchell, R.T., and Miss Ila Weaver, R.T., on 
their success. 

—PATRICIA CHYZ, 
Focal Spot Representative. 


TECHNICIAN WANTED 


Registered X-Ray Technician required by St. 
Joseph’s Hospital, Estevan, Saskatchewan. 
Starting salary $300.00 per month with periodic 
increases to $350.00. One month annual vaca- 
tion plus eight statutory holidays; sick leave and 
pension benefits in effect. Apply: Sister 
Superior, St. Joseph’s Hospital, Estevan, Sask. 


C.S.R.T. Rings and Lapel Pins 


GENT’S STYLE RINGS 


10 karat heavy yel- 
low gold 


MADE BY 


Johnson-Hutchinson Ltd. 


JEWELLERS 


“The Perfect Diamond House” 


286 Portage Avenue 


Members wishing to purchase either C.S.R.T. Lapel 
Pins or Rings should first apply to the Registrar, Mrs. 
E. I. Hood, R.N., R.T., 2175 West 16th Ave., Vancouver 
9 B.C., for a purchase authorization certificate. These 
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LADY’S SOLID SHANK 
STYLE RING 


10 karat yellow gold $18.00 


LAPEL PINS AND 
BUTTONS 


Lady’s style pin with 
safety clas 


Lady’s large pin with 
safety clasp 


Man’s style lapel but- 


Winnipeg, Manitoba t 2.75 


can also be obtained by members who have passed their 
R.T. examinations before reaching the age of 21. 
certificate, together with a money order covering cost of 
purchase, should be sent direct to the jewellers. 
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This — 


Picker makes everything in equipment from a 
simple vertical fluoroscope to elaborate apparatus 
for the most advanced radiological technics, 
including image amplification, cineradiography, 
and TV. A full line of accessories, too. 


film processing and filing 


Developing Tanks (manual and automatic) x-ra 
films, chemicals and all manner of darkroom 
fitments and accessories. Filing envelopes, 
cabinets, shelves, microfilming equipment. 


admission and personnel check-up x-ray 


Picker Minograph photofluorographic miniature 
film units in a variety of models for efficient 
handling of any caseload. 


emergency and bedside x-ray 


Mobile x-ray units from 15 MA to 300 MA, 
all sharing proverbial Picker stamina to stand 
off the hard knocks of mobile service. 


“Roving” Picker x-ray units to serve any room in 
the O.R. Suite. Or built-in overhead x-ray 
combined with effective surgical lighting (all 
explosion-safe and Underwriter-Listed). 


nuclear (radioisotope) medicine— 


Radiation-measuring instrumentation for 
thyroid uptake, kidney function and similar 
tests. Labeled radioactive compounds. Detector: 
scalers, ratemeters, counters , for the gamut of 
research and clinical applications. 


Full range of Picker apparatus for superficial, 
intermediate, and deep x-ray therapy. All necessa 
positioning and protective accessories, 

including room-shielding. 


radioisotope therapy 


Picker Cobalt® teletherapy units for rotationa 
and fixed beam technics. Four different types, 
with outputs from 2,000 to 10,000 rhm. 
Ceiling-mounted Cesium!” units. 


planning service 


X-ray, darkroom, therapy, and radioisotope 
department planning at any level from preliminary 
rough-ups to finished layouts with full specs. Your 
local Picker man (a trained expert in his own 

right) is always at your beck and call. 


“‘we’ll come out ahead by turning it all over to Picker’’... 


Thousands of hospitalmen do just that, ye 
after year, on the basis of proven advantag 
Picker X-Ray sales offices and service depo’ 
(always on their toes to serve you) are stra 
tegically spotted in principal cities the count: 
over. See your local ’phone book or writ 
Picker X-Ray Engineering Ltd. 
1074 Laurier Ave. West, Montreal P.Q. 
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Kodak Blue Brand and 
fastest Kodak medical 
Lolo fo] at ote) =) een ee 


right condition for use. 


You can depend upon 


x-ray film. 


are necessary 


More than machines are needed to produce 


Kodak people designed and built the 
machines, control them, test the product at 
each stage in its creation, and OK it for 
release. And then, every single sheet is given 
a final critical inspection before it is 


packed and delivered to you in the 


the high quality of Kodak medical 






Kodak Royal Blue — the 
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factor — are required. For 













Despite the millions invested in facilities and after 
Ce Mel ae Ue ae elas Meta alate ten 
performed their functions, a man tearing film by 
UR Meee Be elm mT Rue Tt til 
and film base are married. 


Order from your Kodak x-ray dealer 


CANADIAN KODAK CO., LIMITED, Toronto 15, Ontario 
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